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in dust control systems ... 


















In the above photo, operators 
are buffing fountain pens already 
filled with ink. Note redesigned 
hoods which keep room clean 
and free from dust. 





Known as a manufacturer of precision writing instruments 
Eversharp finds ‘‘clean air, the invisible tool,’’ essential to 
efficient manufacturing operations. On moving one of its 
plants to Middletown, Ohio, this concern called in KIRK & 
BLUM to modernize and enlarge the dust control system. 
Among other changes, hoods on the buffing machines 
shown here were redesigned. Former bottom connections 
were used as traps and new connections were added at the 
top of the hoods. Note the compactness of hood arrange- 
ment and streamline suction piping in the limited space 
available. 

If you suspect your present dust control system is out- 
dated and over-loaded, Kirk & Blum Engineers will gladly 
check it for you, making a no-obligation report. Write for 
free catalog, ‘Fan Systems for Various Industries.’’ The 
Kirk G Blum Mfg. Co., 2802 Spring Grove Ave., Cincin- 
nati 25, Ohio. 
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it’s KIRK & BLUM! 
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On the roof of the Eversharp plant, 
KIRK & BLUM relocated an old col- 
lector for greater efficiency and in- 
stalled this new collector. 
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Absorbs all types of Oils, 
Greases and Fats from Floors 
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In the above photo, operators 
are buffing fountain pens already 
filled with ink. Note redesigned 
hoods which keep room clean 
and free from dust. 





Known as a manufacturer of precision writing instruments 
Eversharp finds ‘‘clean air, the invisible tool,’’ essential to 
efficient manufacturing operations. On moving one of its 
plants to Middletown, Ohio, this concern called in KIRK & 
BLUM to modernize and enlarge the dust control system. 
Among other changes, hoods on the buffing machines 
shown here were redesigned. Former bottom connections 
were used as traps and new connections were added at the 
top of the hoods. Note the compactness of hood arrange- 
ment and streamline suction piping in the limited space 
available. 

If you suspect your present dust control system is out- 
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check it for you, making a no-obligation report. Write for ; i a : 
free catalog, ‘Fan Systems for Various Industries.’’ The On the roof of the Eversharp plant, 
Kirk &G Blum Mfg. Co., 2802 Spring Grove Ave., Cincin- KIRK & BLUM relocated an old col- 
nati 25, Ohio. lector for greater efficiency and in- 
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Absorbs all types of Oils, 
Greases and Fats from Floors 
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Absorbs all types of Oils, Greases and Fats plus 
Water and Soluble Oil Solutions from Floors 





P Oil D 4 ( Tl 0) 3 520 N willie en 
! - rl orpora ion AMERICA cuicaco 11, itiNois 


OCTOBER, 1949 








THE NEW SENSATIONAL E 























@ Far stronger. Each Buffalo Stainless Steel Extinguisher tested 
to 500 Ibs. (Ordinary types tested to only 350 Ibs.) 





@® Nearly 7 ibs. lighter... light enough that a woman easily 
can operate it. 


@ Rust-Resistant, Acid-Resistant, Corrosion-Resistant, 
Oxidation-Resistant. 


@ Available in both Soda-Acid and Foam types. Size: 2'2 gals. 
@ Approved by Factory Mutual and Underwriters Laboratories. 
This new Buffalo better-built Fire Extinguisher is the latest in Buffalo’s 


complete line of fire-protection equipment. Buy from your local Buffalo 


jobber. If unable to secure, please write us for name of nearest distributor. 
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BuFFALO FIRE APPLIANCE 
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Side-Shield Goggles 








Plastic Frame Spectacles 


Coverlite Goggles 





Wide-Vision Goggles 











Welding Goggles 





Flash Goggles 


Welding Helmets 








Lift-Front Helmets 


























Acitex Hoods 








SEE How CESCO 
Meets ALL of These 
Safety Requirements 


@ When you need head, eye and body protective 
equipment undoubtedly there’s a CEsco product that 
meets your exact requirements. 

The CEsco line includes well over 200 safety prod- 
ucts. Every item has been expertly developed, proved 
in use and meets high standards of safety equipment 


quality. 


So, it will pay you to follow this simplified 3-step 
safety formula: 7) Know your safety needs, 2) Refer 
to the GUIDES TO SAFETY in the new CEsco Catalog, 
3) Use recommended CEsco protective equipment. 





Air-Fed Helmets 











Spark Shields 








Aprons & Sleeves 








Nuisance-Dust Respirators 








Toxic-Dust Respirators 











Abrasive Masks 





Paint-Spray Masks 








CrEsco’s new Safety Catalog tells you where to use, how to 
use and how fo select industrial protective equipment. If 
you do not have one, write for your copy today. 


BE SURE TO HAVE A COPY OF THIS BOOK > 


OCTOBER, 1949 


OFFICES IN: Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Detroit, East Orange, Houston, Los Angeles, Montreal, 


Philadelphia, Pittsburgh, Seattle, St. Louis, St. Paul, Toledo, Tulsa 








Fume Kits 
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FOR WOMEN ‘‘Navy Officer"’ plc 
Stock No. 702 — Easy-fitting loafer-oxford Stock No. 1615 Stock No. 1616 — Superbly comfortable, | 

in chrome-tanned russet leather with ideal easy-flexing seamless toe oxford patterned 
| tyl 

1” heel height. Coch sneen tive after the Navy shoe. Black or russet leather. pa 

fac 

fo. 
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Stock No. 1611 Stock No. 1612 Stock No. 1613 


Comfortable moccasin toe Dressy straight tip Handsome wing-tip 
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This is the NEW kind of Lehigh Safety 
shoe that makes so much sense for 
everybody. They give your employees 
a real break on fine, long-wearing 
shoes they can be proud to wear with 
street or dress clothes. And they IN- 
SURE proper toe protection in the 
plant without investing in an “‘extra’’ 
pair for safety only. In factory after 
factory they've helped to hang up new 
foot-safety records for 1949. Put them 


to work for you in 1950! 










Send today for any quantity you need of this 
foot-safety poster showing the NEW type of 
safety-dress shoes. 12 x 18. No advertising. 


See us in booth 87 
NATIONAL SAFETY CONGRESS 


OCTOBER, 1949 











NEW G-E ELECTRONIC VOICE | E 
CUTS INDUSTRIAL ACCIDENTS | 


Message “Talked On’ Permanent Electronic Tape Warns 
Automatically, Indefinitely, Until Erased By New Message! 





NEW APPROACH TO SAFETY 





Easy to Install Anywhere! 


The instrument can be installed quickly 
and easily wherever there is an electrical 
outlet. It will repeat an indefinite number 
of messages without being rewound or 
reset. A portable unit, it may be set up 
anywhere there is a danger point at which 
a voice warning would be effective. Mes- 
sages of from five seconds to two minutes 
may be spoken into the Narrator which 
records them on a continuous loop of elec- 
tronic tape. 

A new message or series of messages can 
be put on a tape in a matter of seconds by 
inserting the microphone eraser mecha- 
nism. Old messages are automatically 
erased as new ones are being recorded. 

Different announcing voices may be used 
to gain dramatic emphasis. 

An outstanding feature of the Narrator 
—which distinguishes it from ordinary re- 
corders—is its quality of reproduction 
which does not deteriorate with use. The 
voice coming out of the machine is easily 
recognized as that of the speaker. It is not 
metallic, harsh or impersonal. 


Warns of Danger in Time! 


Chief value of the Narrator is its ability 


|H 








AILED as an outstanding contribution to industrial safety, a unique device 


for the recording and reproduction of voice messages has been developed 


by engineers of the General Electric Company. 


Known as the Electronic Narrator, the small compact machine is housed in a 


metal case about the size and thickness of a large telephone book, and repro- 


duces 


a voice with natural and intimate tone. 


A product of General Electric research and development over a two year 


period, the Narrator is engineered and manufactured at Electronics Park, 


famous “University of Industry” 


at Syracuse, New York. 





PERFORMANCE-ENGINEERED 
AT ELECTRONICS PARK 











to deliver a warning in time to prevent an 
accident. For example, the speaker may 
be activated by the starting switch of a 
machine, or by a person breaking a light 
beam, pushing a button or stepping on a 
mat. It may also be connected to a timing 
device to deliver selected messages at de- 
sired intervals. 

The Narrator will repeat the same mes- 
sage over and over indefinitely if desired, 
without loss of tonal quality. 


A New Industrial Safety Tool! 


A printed warning quickly becomes old 
stuff, But a new message, orally delivered, 


* Specialty Division 
General Electric Company 
Thompson Road 2 
Syracuse, N. Y. 


| am interested in your Electronic Narrator for Industrial and safety 


applications. 
Send me literature 


Please call on me 
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is fresh, sharp, gets action from listeners! 
For a new and effective approach to indus- 
trial accident prevention in your plant, be 
sure to investigate the possibilities of the 
G-E Electronic Narrator. 

For complete information mail this cou- 
pon today. 





ORAL MESSAGE GETS ATTENTION! 











See it at American Allsafe Booth No. 43 


NATIONAL SAFETY CONGRESS 


Hotel Stevens « Chicago, Ill. 
October 24-28, 1949 


GENERAL @@ ELECTRIC 
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SAF-|-VOX 
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SAF-T-VOX 


SAF-FVOX 





ADAPTS G-E NARRATOR 





TO THE SAFETY FIELD 





Saf-T-Vox Gives New Voice of Safety to Management and Safety 
Directors...Expands Programs with Great Savings in Time and Effort 


To aid the busy Safety Director in developing his program—the 
American Allsate Company has adapted the new G-E Narrator to 
safety applications and is proud to be able to present Saf-T-Vox to 
the safety field. 
Saf-T-Vox now enables the Safety Director to deliver his verbal 
warnings at the danger point before the danger moment. No longer 
need he rely on signs alone to carry his educational safety messages 
to the worker. Saf-T-Vox speaks for the Safety Director “as if he 
were there.” 
Expands Program at Low Cost 

Saf-T-Vox provides the latest method 

for expanding the Safety Director’s edu- 


absent from the plant altogether while 
his voice reminds one worker to wear his 
cational program without putting a drain goggles and another employee to watch 
on his time. It multiplies his services in his step as he descends a flight of stairs. 

Plant managers, department heads and 
find 


many time-saving uses for Saf-T-Vox in 


instructing workers in safety measures. 


other supervisory personnel will 


In fact, Saf-T-Vox allows him to be 


at many places at one time. He may be making contacts with personnel. 





Saf-T-Vox — A Compact Reliable Unit 











See it at Booth No. 43 


NATIONAL SAFETY CONGRESS & EXPOSITION 


HOTEL STEVENS © CHICAGO, 
October 24 thru 28, 1949" 


AMERICAN ALLSAFE CO. 


1245 Niagara St., Buffalo 13, N. Y. 


OCTOBER, 1949 


American Allsafe Co., Inc. 

1245 Niagara Street 

Buffalo 13, New York 

I am interested in Saf-T-Vox, the 
Voice of Safety. 





Saf-T-Vox reminds 


As machine is turned on, 
worker to don his goggles. 





Dramatically Effective 
Saf-T-Vox’s operation 
lends itself readily to the creative im- 


flexibility in 
agination of the Safety Director. 


Saf-T-Vox may be activated by the 
starting switch of machinery to remind 
the worker to don his goggles. It may be 
plant lunch 
counters, assembly halls or other areas of 


used at exits, entrances, 


group activity to caution workers against 
crowding or rushing. 


find 


applications of this new device in solv- 


Safety Directors will numerous 


ing their particular plants’ problems with 
the dramatic aid of the human voice. 


Electronic 





Send me literature ...........Please call on me 
NAME 
COMPANY 
ADDRESS 
CITY fy 5) , 





_ for knowledge and profit — 
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CHICACO 
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MINE SAFETY APPLIANCES COMPANY 
BRADDOCK, THOMAS AND MEADE STREETS - PITTSBURGH 8, PA. 


At Your Service: 
54 BRANCH OFFICES IN THE UNITED STATES AND CANADA 
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IN EVERY INDUSTRY... MORE MEN 
WEAR THOM McAN THAN ANY OTHER SHOE 


Maybe one of these men is on your payroll. They are just 
six of millions in industry who know a good shoe when 
they wear it—and have been wearing Thom McAns for 
years! Persuading these men to wear safety shoes is no 
problem, when the shoes bear the familiar “Thom McAn” 
name. They know Thom McAn means long wear and 
comfortable fit, all at a thrift-packed price. 

This willingness of men to wear their “own make of 
shoe” is making Thom McAn a potent factor in the high 


safety records of many alert plants. 
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PROTECTIVE CREAM: 
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Fact | 
. ACTIVE INGREDIENTS 
Lanolio Bentonite Methyl Cellulose Talc Perfume 


NET WIGHT 4 POUND 
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PROTEBROUTLIVE Gagan 


NEW DISPENSER FOR BRECK PROTECTIVE CREAM 
SAVES TIME - MAKES APPLICATION BASIE 


The new dispenser for use on the pound jar of Breck Ph7 Protective Cream will save time 
for the worker. By pressing the top of the dispenser, Breck Protective Cream is easily 
deposited in the palm of the hand. Use of the dispenser promotes cleanliness and avoids 
waste in dispensing Protective Cream. It will save time, in that there is no jar top to 
remove and replace. Breck Protective Cream may be smoothed onto the face, arms, and 
hands where it will act as a protective film against irritants such as cutting compounds, 
petroleum solvents, pitch, tar, and cooling lubricants. Breck Protective Cream is easily 
removed at the end of a day’s work with soap and water or with mild Breck Hand Cleaner. 


Dispensers are now ready for delivery. Request one with your next order. 


JOHN H BRECK IN¢« ; MANUFACTURING CHEMISTS - SPRINGFIELD 3 MASSACHUSETTS 
N E W an ee ae eo , £2 a> eC sy Sere . oF FASS @- A. 8) A.D on 
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To raise goggles, pull for- 
ward and up in one oper- 
ation. Prescription glasses 
do not interfere. 


In “off-guard” position, 
refevele) Me cimelelelutimultolen 
rest, are put “on-guard’ 
againinless thana second. 
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Jackson Headrest Goggles 


for Gas Welding, Cutting, and Brazing 





* Light and Easy to Wear® Simple and Easy to Adjust® Practical and Easy to Raise and Lower 


LENSES, standard 50 mm. size, are available in 
Federal Specification shades from 3 through 6. 
They are held in individual eye cups. Cover 
glasses protect the filter lenses from pitting. 


EYE CUPS are of moulded plastic, joined together 
flexibly, so they may be easily fitted against the 
face of the wearer. The outside of each eye cup 
has ventilating screen, and baffle plate, which pre- 
vent fogging, yet keep flying particles and stray 
light rays from reaching the wearer’s eyes. 


GOGGLE ASSEMBLY is hinged from the sides of 
the headrest by telescopic arms. Concealed springs 
hold goggles gently against the face. 


HEADREST distributes the weight over the entire 
head. It is of light, easy to clean plastic and easily 
acljusted to any head size. Sweatband adds to the 
wearer’s comfort. 


® 


Type WR-50, same goggle 
assembly as W-50, furnished 
with elastic head band. 









JACKSON PRODUCTS 


WARREN = MICHIGAN 
OCTOBER, 1949 


Type GR-50, shown at the right, 
has the same goggle assembly 
as G-50, but is equipped 






...and for Chipping and Grinding 


Type G-50, shown at the left, has clear, hardened lenses. There 
is ample room to install cover lenses to protect hardened lenses 
against excessive pitting. Otherwise headrest and goggle assembly 
are the same as described above. Ventilating screens have no 
baffle plates. 


Contact your nearest fackson dealer or write te us 
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A Finnell SCRUBBER - VAC 





FINNELL SYSTEM, INC. — 
Pioneers and Specialists in 


EQUIPMENT AND SUPPLIES CITIES 


FLOOR-MAINTENANCE 





OTHERS SAVE ON 
LARGE-AREA SCRUBBING 
...Why Not You? 


Now especially, with the need for cutting costs, savings 
such as are possible with a Finnell Scrubber-Vac are 
well worth investigating. 


With a Finnell Scrubber-Vac, all four of the floor- 
cleaning operations can be done mechanically! This 
combination machine applies the cleanser, scrubs, 
rinses if required, and picks up. With one or two 
operators, a Finnell Scrubber-Vac can do a cleaning job 
better in half the time it takes a crew of six to eight 
using separate equipment for the several operations. 


The model illustrated below, for heavy duty requirements, 
has a cleaning capacity up to 8,750 sq. ft. per hour. Finnell 
makes several Scrubber-Vac Machines, all self-propelled, in- 
cluding a single dise model for use on the smoother 
type of floors. It cleans up to 10,000 sq. ft. per hour! 


Have a talk with the nearby Finnell man. See what 
you would save with a Finnell Scrubber- Vac. Inciden- 
tally, it’s good to know that when you choose Finnell 
Equipment, a Finnell man is readily available to help 
train your maintenance operators in its proper use. 
For consultation, demonstration, or literature, phone 
or write nearest Finnell Branch or Finnell System, 
Inc., 3510 East Street, Elkhart, Indiana. Branch 
Offices in all principal cities of the United States 
and Canada. 





See the Fiunell Exhibit 
SAFETY CONGRESS 
Chicago * October 24 - 28 
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2 REASONS WHY HY-TEST 


(2 your best Safety Shoe buy! 





1 
SOFT 
DURABLE 
QUALITY 
UPPER LEATHERS 


2 
SOLE LEATHER 
COUNTERS 
LEATHER COUNTER 
POCKETS 


3 
STEEL SHANK 


FOR GREATER 
SUPPORT 
AT ARCH 


4 
7-IRON 
FULL-GEMMED 
OAK LEATHER 


INSOLE ° 


ALL LEATHER 
IN 
VITAL PARTS 


5 
SOLES OF THE 
FINEST QUALITY 
MATERIALS 
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8 
SLANT-EZE 
TOP 
FOR —t 

COMFORT f 


ABSORBING 
FELT 
DOUBLER 


SAFE-EZE BACK 
ONE-PIECE QUARTER 
NO RIPPING OR 
BINDING 


10 
TOUGH 
BOX TOE LIN 
PROTECTS 
VAMP LINI 





12 
AUSTEMPERS 
ANCHOR FLA 
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HY-TEST DIV: * INTERNATIONAL SHOE COMPANY * ST LOUIS 3, MO. © EASTERN OFFICE * MANCHESTER, N. H. 
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The outstanding indus- TS NEW... WS 
trial sole. Stout cords SENSATIONAL! The 


OL: RESISTANT 


sole that resists makes this sole tops 
rioration from oil, in long wear and slip 
grease, acids and resistance. Resists oil, 
caustics. Its slip resist- grease, acids, caus- 
ant quality lasts the tics. Insulates the feet 
entire long wear life against heat or cold, 
of the sole. and is shock absorbing. 


as 5 oe Mr. Safety Engineer, you can depend 
cacisace | @pon these soles to reduce accidents 


caused by slipping. 


Show. 





Tough natural rubber Actual tests prove 
impregnated with Gro-Cord Soles will 
cork. Won't pick up outwear at least two 
metal chips, outwears leather soles. Cord-on- 
leather, is waterproof, end construction with 
and insulates feet natural rubber makes 
against heat or cold. these soles slip resist- 
Best for steel riggers, ant, waterproof and 
rock quarries, ship- comfortable. Ideal for 
yards, foundries, yard men, constantly 
creameries, and metal wet floors, loading 
cutting departments. docks, etc. 
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GRO-CORD RUBBER CO., LIMA, OHIO 


Canadian Plant 


GRO-CORD RUBBER CO., TILLSONBURG, ONT. 
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AUGUSTUS 
About 18 B.C. 


Braccio Nuovo, Vatican Museum, Rome 


“This majestic, truly princely figure ...’! has come down to us 
through 2000 years as **... the most famous of all the statues 
of the emperor Augustus.’ “‘Discovered in 1862 on the 
ancient Via Flaminia under the ruins of the villa of Livia 

this splendid marble masterpiece has become universally _re- 
nowned as * . one of the finest examples of Roman portrait 


sculpture.” 


Regardless of the passage of time, any of man’s achievements 
which maintain an enviable reputation for lasting greatness 
must be the result of constant and painstaking effort for perfec- 
tion. The fact that Pax Heavy Duty has held its eminent position 
among occupational skin cleansers, since its origination more 
than a quarter century ago, is ample evidence of its superb 
merit. That is why most of the largest industries in Americal 
continue to rely, year after year, on the protection and satis- 
faction this outstanding product provides for their millions of 
productive workers 
Augustus, by Suetonius 


Greek and Roman Sculpture 
by A. Furtwangler and H. L. Urlichs 


Naturalis Historia. by Pliny the Elder 


AK-LANO-SAV HEAVY DUT 
GRANLATED SKIV CLEANSER 


There ts Nothing Finer For ZU General 
PAX-LANO-SAV*— a superior skin emollient combining lanolin and 4 ADVERTISED IN MERICAN 
other special skin normalizers ilisicenvingplinalibash 3 
EDICAL | 
a, | 


y . ere PUBLICATIONS 


PAX-LANO-SAV EMOLLIENT was developed in our Research Laboratory after years of intensive research. It is 














superior to lanolin alone because it skillfully combines generous quantities of lanolin PLUS other fine skin normalizers 
making PAX-LANO-SAV EMOLLIENT more effective in a skin cleanser. Integrated into PAX-LANO-SAV HEAVY 
DUTY Granulated Skin Cleanser in abundant quantity, PAX-LANO-SAV EMOLLIENT helps to protect the natural 
acid mantle of the skin during the wash. Skillful formulation of PAX-LANO-SAV HEAVY DUTY Granulated Skin 
Cleanser, remarkable cleansing ability, quick profuse suds and great bulk assure exceptional economy together with real 
satisfaction in use. Because it always stays free-flowing it may be used in the usual commercial dispenser for powdered soap. 


G. H. PACKWOOD MANUFACTURING CO. - 1545-55 TOWER GROVE AVE. - ST. LOUIS 10, MO. 


Manufacturers of Fine Industrial Skin Cleansers 
R. Trademark Reg. U. S. Pat. Of. *Tradename of G. H. Packwood Mfg. Co. 


EER RS RE ES I SIL RE: I TERS RS RN ES LR RRR A 


*In addition to PAX-LANO-SAV HEAVY DUTY, PAX also offers the following powdered or granulated quality skin cleansers: 

PAX CORN-TEX * PAX HYSPEED + DICTATOR SPECIAL PURPOSE « BORAPAX « SUPER-X * VELVAPAX LIGHT DUTY = 

OFFICE-PAX * PAX MECHANICS. Also available are PAX WATERLESS and PAX HECTO INK CLEANSING CREAM 
* PAX SKIN CLEANSER ECONOMIZER* DISPENSERS « and many other fine PAX Products. 
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(DANGER, 


MEN WORKING 
DONT START 
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CAUTION 
DONT START 
OUT OF ORDER 











Stonehouse complete Catalog No. 8, 64 
pages, in full color, is free on request. 





















HAZARD SIGNS © 


ACCIDENT is always lurking, ready to 
stab a man in the back. 


To’ help educate and safeguard those who 
work with machinery—to work safely—is 
the purpose of Stonehouse Machine Haz- 
ard Signs. 


Like other Stonehouse Signs, these are 
made in accordance with American Stand- 
ards Specifications . . . the only authentic 
standards. 


STONEHOUSE SIGNS 


For Accident Prevention 


Untold thousands of them are in use thru- 
out Industry, helping to save lives, safe- 
guard investment. 


Wf gil? Sanu 


MANUFACTURERS 


Stonehouse Building Denver 4, 


9th at Larimer Colorado 
**Stonebouse Signs Since 1863” 
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more precious than China! 


Yes, workers’ hands are more precious to industry than all the rare china in the 
universe. Production efficiency and profits hinge on their healthy condition. Unfor- 
tunately, like china, these hands are readily vulnerable to damage . . . the skin must 
be protected against the dangerous effects of specific industrial and chemical irritants 
in every plant. 

To combat this “dermatitis danger,” West offers a form of hand protection to fit 
every need. 


WEST LAN-O-KLEEN HAND CLEANER 


A gentle-acting powdered preparation 
made of fine corn-meal granules—with 
LANOLIN added for protection against loss 
of natural skin oils. Removes grease, dirt 
and grime quickly, safely and thoroughly. 
Contains no harsh ingredients or excess 


— WEST SULPHO LIQUID HAND CLEANER 


Formulated of sulphonated vegetable oil, 


with an ideally neutral pH. Sulpho is es- 


pecially designed not to defat the skin of 
workers whose hands are constantly ex- 
posed to solvents, paint thinners, degreas- 
ing agents and other defatting materials. 


— WEST PROTECTIVE CREAMS 


A specific scientific formula to combat 
practically every type of industrial derma- 
titis. Rubbed gently into the skin before 
exposure, each ointment forms a smooth, 


“ue 


lasting “invisible glove’ of protection. 


alkali — the perfect safeguard against 
damage-causing irritants. 
West will be glad to help plan an effective 
dermatitis prevention program for your plant. WRITE US TODAY! 


PLEASE CLIP TO YOUR BUSINESS LETTERHEAD 


SERRE ERRORS ERE EK EERE aseaeeanq 


WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N. Y. 


7 Gentlemen: 
; — YW DISINFECTING Please send me FREE booklets and samples of LAN-O-KLEEN [5 
\ ete SULPHO(] PROTECTIVE CREAMS [} 


rm 


SEND FOR FREE SAMPLE 


1 am interested in a non-obligating FREE Demonstration 


\ 42-16 West Street, 
Long Island City 1, N. Y. 


Nome Position _ 
Address —— 
City —__State. ————14 


Pee tt ee eee eee ewer cece 
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When good eye protection... 
































is no good at all! 


This is acommon sight in 
many plants—a condi- 
tion that contributes to 
top-heavy accidentrates, 
compensation costs and 
to lags in production. 








Wearing comfort, more than 
anything else, will move 
safety goggles off the fore- 
head on to the eyes. In Cover-All* goggles, as in all 
WILLSON protective equipment, comfort plays a big 
part in their design. The large, deep eyecups allow 
plenty of room for wearing prescription spectacles— 
and they are molded with rolled edges to fit facial con- 
tours around the eyes. The soft, leather bridge adjusts 
to the correct distance between the eyes and the ad- 
justable headband provides for proper head size. 
Don’t fail to consider personal comfort, if you want DAILY REMINDERS 
eye safety equipment worn as intended. such as WILLSON “Blind Man’’ 


safety posters keep workers in hun- 
We dreds of plants aware of the need 
w 


for personal safety measures. Sup- 
plies are available on request. 
LI 1870” #i 


WILLSON PRODUCTS, INC., 209 WASHINGTON STREET, READING, PENNA. 


Cover-All* Goggle Style CC60 





WEAR ‘YOUR SAFETY GOGGLES 
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“Easy on the foot and eye. 


For comfort plus protection, 


it’s both low and high...” 


NEW 


Iron Age 














eacet? SHOE 






BUILT OVER AN ENTIRELY NEW LAST 


Once again Iron Age is first with the 
finest. Now we present the Iron Age 
HI-LO—a highly popular military pat- 
tern adapted to industrial wear. This 
latest Iron Age safety shoe gives your 
workers the freedom of an oxford with 
the support and added protection of a 


high shoe. Quality features include a 





The Safety Shoe 
for Industrial America 


OCTOBER, 1949 


One-piece moccasin vamp, “‘no-seam”’ 
quarter and full gusset. Has oil resistant 
Neocord sole and heel. Soft, pliable elk 
uppers are finished in a rich tone of cor- 
dovan brown. Sizes as shown above. The 
New HI-LO Safety Shoes are in stock 
and ready for shipment. Anticipate your 


fall requirements now! 


Irom Age oivision 
H. CHILDS & CO., INC. PITTSBURGH 22, PA. 
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YOU ARE CORDIALLY INVITED TO 
SIT BOOTH 58 
AT THE NATIONAL SAFETY EXHIBIT 
CTOBER 24-28 
FOR DEMONSTRATION AND 
e PATENTED FREE SAMPLE 
e OF FAMOUS 
TIME SAVING K-LENS-M LENS CLEANER 
® NEAT and COMPACT 





® EASY TO INSTALL, USE and SERVICE 

® ALL-WELDED STEEL CONSTRUCTION 

® BAKED ENAMEL FINISH — WHITE or SAFETY GREEN 
® PIANO HINGE and BUILT-IN LOCK 


Remember KLENS:M |. . CLEANS BETTER and LEAVES NO FILM!! 


WRITE FOR FULLY ILLUSTRATED CATALOG TODAY! 
THE WILKINS co. Cortland 3, New York 




















Turn Your Plant Air 
Into a ‘Round-The-Clock 


SAFETY FORCE! 


— with this ‘‘Buffalo’’ Fan! 


@ Good, adequate, CONTINUOUS ventilation in your plant keeps 
workers more alert and healthy — gets the accident rate DOWN 
and production UP! “Buffalo’’ Type “LL” Fans like this one © 
at left are doing this vital job quietly and efficiently in thousands 
of places where people gather to work. They’re doing it at low | 
cost over the years, too, because they’re Non-Overloading — 





\ 






9 because they last long on the job, move 
q? large “‘air loads” on little power. Call in 
5S EPR your nearest “Buffalo” representative — 
s j _fiRst see how simple and economically this 
wf) af “ventilation safety measure’ works! No | 


R FANS obligation, of course. 


E COMPANY 


BUFFALO, N. Y. 
Branch offices in all Principal Cities 


BUFFALO | 


529 BROADWAY ase 
Canadian Blower & Forge Co., Ltd., roe ON Ont. 





VENTILATING AIR WASHING AIR TEMPERING INDUCED DRAFT EXHAUSTING 
FORCED DRAFT eee) ai. fe HEATING PRESSURE BLOWING 





=, , 
to give you more and better safety products. ie 


ny ." mball MOVES TO LARGER QUARTERS 


Manufacturers of: H, y Complete lens grinding department where quality can 

EYE PROTECTION: 
Spectacle Goggles, Welding be controlled. 
Gossies, Composition Gog- 
gles, Sideshields. | ‘ P E . ; ‘ 

HAND PROTECTION: \ Efficient plant layout effecting savings in material 
Gloves; Welder’s, Asbestos, ° 
Steel Sticched, Mittens; Weld. handling. 
er’s, Asbestos, Steel Stitched. 


BODY PROTECTION: se : i 
Clothing; Wool, Flame-Proof- y The finest in lighting equipment to improve quality of 


ed Cotton. Leggins and Spats; 
Leather, Asbestos, Flame- our products. 
Proofed Cotton. 





| , . ‘ 
APRONS: ¥ New modern machinery to increase production. 
Leather, Asbestos, Flame- 








Proofed Cotton. | 
aalt ¥ Complete storage equipment to handle larger inventory 
and thereby improve spot delivery. 
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Better hand protection and 
25% longer wear = 


B Edmont 


GLOVES F 





*NEOX liquid-proof coating combines the resiliency of neoprene 

with the extreme durability of plastic. In handling sharp or 
abrasive materials where oil, grease, acid, caustic or solvents 
are destructive factors, NEOX outwears other resistant ma- 
terials at least 25%. 


Oe tae eee oe ce ge 
sin ais a 


High tensile fabric lining, to which the tough NEOX is 
chemically welded, insures a snag-proof glove, eliminates the 
discomfort and irritation of rubber-to-skin contact, makes 
gloves easy-off, easy-on. 


ns Nye His 


Pema ica 


Stole S56 


Workers like them for the above reason, plus the wide thumb 
span and correctly curved fingers that permit free hand action 
and easy grip. They’re comfortable and safe. 


ges ge omg 
Beg Re ibd 


SPECIAL TEST OFFER — Send brief description of your opera- an 

tion, materials handled and temperature conditions. We will is 
ca forward samples of the type gloves we recommend for com- = 

1, Extra heavy duty NEOX-coated glove with 14” gauntlet | parative test and report. Address 

that turns up to prevent drip. (Redmont). 


lH 
t 
2. Flexible weight NEOX-coated with knit wrist (Edmont) fa 

4 


A few of many types — 
Plastic, Natural Rubber and NEOX coatings 


Edmont Mfg. Co., 514 Orange St., Coshocton, Ohio 


Also, very flexible plastic-coated gloves (Liquid-Proof). 
3 World's largest manufacturer of coated industrial gloves 


Very flexible, sure grip, rough-surfaced natural rubber, 


coated all over or with ventilated fabric back (Grab-it). r 
Order from your safety equipment Li 


or industrial supplier 


ane aah Aaa wei cach i 
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Here's the Handy DAYTON “ROLL-ALONG” SAFETY LADDER 
IDEAL FOR THE STOCK ROOM 


. The Dayton Roll-Along Safety Ladder with its rubber tired swivel casters can be 
speedily moved in any direction with practically no effort. 





Safety shoes with renewable treads hold ladder permanently and safely in place while 














ladder is occupied. 
Constructed of tested airplane spruce throughout and reinforced with steel braces for 4 
additional safety. Folds compactly for convenient storing. Available in sizes 3-ft., 

—= I 4V2-ft. and 6-ft. 





Elevating auxiliary platform which folds back in main platform adds height if desired. 
These ladders are being used in many of America’s largest plants. See for yourself! 
Write today for bulletin. 





4 
For Safety's Sake ... consult our SAFETY DEPARTMENT . . . we have the 
complete line of safety equipment for your every requirement. 


DAYTON SAFETY LADDER CO. 























. 2337  Gitsert AVE... CINCINNATA: 6 ONTO 
. IN CANADA—SAFETY SUPPLY COMPANY—TORONTO 
° a +. ai te es es *~ = Sas an ia a ‘a bas ” = i = = ae ail x we bs a se a = 2 
, DAYTON SAFETY LADDER CO., 0. H. 
' 2337 GILBERT AVE., CINCINNATI 6, OHIO 
GENTLEMEN: 
WITHOUT OBLIGATION ON MY PART PLEASE SEND ME FOLLOWING CHECKED BULLETINS: 
For complete information, just 1 SAFETY LADDERS SHOES _...... SAFETY GASOLINE CANS... SALT TABLETS G DISPENSERS 
check any or all items listed, »— A CA el OILY WASTECANS ti... SAFETY GOGGLES 
and send us the coupon, sees SAFETY CLOTHES sit... EXCMLSIOR CANS GLOVES 
1 ROLL-ALONG LADDERS _...... WATCHMEN’S CLOCKS =... FIRE BUCKETS 
MAIL NOW | ......FIRE HOSE s aa ROCK UP RACKS 
salad FIRE EXTINGUISHERS RESPIRATORS AND PARTS ......“PLY” 
> >» Pe oe as Te ee A ho VE EYE SHIELDS 
: (Name) seks TR 
(Company) (Address) a ann. 
' 
OCTOE 
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weveoFOGR GOGGLES are air-conditioned 


Safety engineers everywhere have welcomed Welco FOG-FREE Goggles with the big, full-view Polaroid* 

Non-Polarizing Lens as an outstanding contribution to industrial eye protection. These ingenious and cleverly 

designed goggles cover the full route. With them, eyes are protected from indoor and outdoor hazards 
.. and they're always comfortable. 


FOG-FREE SPLASH PROTECTION 
. 
Where ordinery goggles fog, Welco FOS FREE ctwoys provides Because they fit the face closely and cover a wide area, excep- 
j clear vision. With every breath, fresh air sweeps across inner 
surface of the lens and escapes through outlet valve, carrying tional protection from chemical splashes is provided for the eyes 
- away all moisture before it can cause fogging . . . at least 48 and adjacent tissues. 


changes of air per minute. 


DUST-FREE LENS REPLACEMENTS 

INS: The air intake ports are protected by renewable felt filter pads , 

ERS which prevent dust and flying particles from entering lens chamber _ Lenses are inexpensive and may be quickly and easily removed 
to injure eyes or obscure vision. and replaced without tools, 


For Complete Line of Eye Protection Equipment Write for Catalog No. 48 


WELSH MANUFACTURING CO. 


TROY STREET - PROVIDENCE 9, R. 1. 
“Tf. M. Keg. U. S. Pat. Off. 
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Better hand protection and 
25% longer wear= 
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GLOVES 
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*NEOX liquid-proof coating combines the resiliency of neoprene 
with the extreme durability of plastic. In handling sharp or 
abrasive materials where oil, grease, acid, caustic or solvents 
are destructive factors, NEOX outwears other resistant ma- 
terials at least 25%. 


esi ct 
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High tensile fabric lining, to which the tough NEOX is 
chemically welded, insures a snag-proof glove, eliminates the ' 
discomfort and irritation of rubber-to-skin contact, makes i 
gloves easy-off, easy-on. | 











Workers like them for the above reason, plus the wide thumb 
span and correctly curved fingers that permit free hand action 
and easy grip. They're comfortable and safe. 


SPECIAL TEST OFFER — Send brief description of your opera- 
tion, materials handled and temperature conditions. We will 
forward samples of the type gloves we recommend for com- 
parative test and report. Address 


A few of many types — 

Plastic, Natural Rubber and NEOX coatings 

1, Extra heavy duty NEOX-coated glove with 14” gauntlet 
that turns up to prevent drip. (Redmont). 

2. Flexible weight NEOX-coated with knit wrist (Edmont) 
Also, very flexible plastic-coated gloves (Liquid-Proof). 


Dll Ag MS Rik tg 





Edmont Mfg. Co., 514 Orange St., Coshocton, Ohio 


World's largest manufacturer of coated industrial gloves 


vas eae ea ae aie: : 


3. Very flexible, sure grip, rougn-surfaced natural rubber, 
coated all over or with ventilated fabric back (Grab-it). 


Spr 
Rep ha Oa Kos: 


Order from your safety equipment 
or industrial supplier 
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Here's the Handy DAYTON “ROLL-ALONG” SAFETY LADDER 
IDEAL FOR THE STOCK ROOM 


. . . The Dayton Roll-Along Safety Ladder with its rubber tired swivel casters can be 
speedily moved in any direction with practically no effort. 


Safety shoes with renewable treads hold ladder permanently and safely in place while 
ladder is occupied. 


Constructed of tested airplane spruce throughout and reinforced with steel braces for 
additional safety. Folds compactly for convenient storing. Available in sizes 3-ft., 
—= 4/2-ft. and 6-ft. 

Elevating auxiliary platform which folds back in main platform adds height if desired. 
These ladders are being used in many of Amer'‘ca’s largest plants. See for yourself! 
Write today for bulletin. 






























‘ 
For Safety's Sake ... consult our SAFETY DEPARTMENT . . . we have the 
complete line of safety equipment for your every requirement. 


. é DAYTON SAFETY LADDER CO. 












































OCCUPATIONAL HAZARDS 


. 233-7 GILBERT AVE., CINCINNATI 6, OHIO 
° IN CANADA—SAFETY SUPPLY COMPANY—TORONTO 
. SP re SSS. FS Pete = eee 
, DAYTON SAFETY LADDER CO., 0. H. 
2337 GILBERT AVE., CINCINNATI 6, OHIO 
, CENTLEMEN: 
WITHOUT OBLIGATION ON MY PART PLEASE SEND ME FOLLOWING CHECKED BULLETINS: 
For complete information, just !_SAFETY LADDERS SHOES ...... SAFETY GASOLINE CANS)... SALT TABLETS G DISPENSERS 
check any or all items listed, j----SAFETY LADDERS sit... OILY WASTE CANS Ee_—o..... SAFETY GOGGLES 
and send us the coupon, ence SAeaTy Gate C—“‘“é ips EXCELSIOR CANS =i... GLOVES 
1 .ROLL-ALONG LADDERS .....WATCHMEN’S CLOCKS __..... FIRE BUCKETS 
MAIL NOW =... ee ee ACID PUMPS _i—=e..... ROCK UP RACKS 
send FIRE EXTINGUISHERS .....RESPIRATORS AND PARTS ......“PLY” 
>. > ee Se RS TR EYE SHIELDS 
. CRD E — cncticsccccnspiniicncncseitebiitinendhlnaididbnnsiititabiatiadiaieiilganctiniisdiipi tina ts itaiagiadinininetunenitanticeing: TR 
“tT. M. 
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werco FOCFREP coseues are air-conditioned 


Safety engineers everywhere have welcomed Welco FOG-FREE Goggles with the big, full-view Polaroid* 





Non-Polarizing Lens as an outstanding contribution to industrial eye protection. These ingenious and cleverly 
designed goggles cover the full route. With them, eyes are protected from indoor and outdoor hazards 


. and theyre always comfortable. 


FOG-FREE 


Where ordinary goggles fog, Welco FOG-FREE always provides 
clear vision. With every breath, fresh air sweeps across inner 
surface of the lens and escapes through outlet valve, carrying 
away all moisture before it can cause fogging . . . at least 48 


changes of air per minute. 


DUST-FREE 


The air intake ports are protected by renewable felt filter pads 
which prevent dust and flying particles from entering lens chamber 


to injure eyes or obscure vision. 


SPLASH PROTECTION 


Because they fit the face closely and cover a wide area, excep- 
tional protection from chemical splashes is provided for the eyes 


ond adjacent tissues. 


LENS REPLACEMENTS 


Lenses are inexpensive and may be quickly and easily removed 


and replaced without tools, 


For Complete Line of Eye Protection Equipment Write for Catalog No. 48 


WELSH MANUFACTURING CO. 


TROY STREET 
“fT. M. Keg. U. S. Pat. Off. 


PROVIDENCE 9, R. 1, 
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CENTRAL VACUUM SYST 






It’s a fact. Vacuum cleaning— 
whether it be in the home or in 










use hasproved that onsen Vv cl Thi 
the EXIDUST port- ationary Vacuum Cleaner. This 


central Vacuum Cleaner has not 






able and central 
vacuum cleaners 





only reduced costs in a large mid- 
west plant — it has also been doing 















a much more 





thorough job of 





cleaning than 
the old-fash- 
ioned method 





















formerly used. 





e Division 
oration 

Street, 5 
xIpUSsT Bulletin - -- 


Allen Billmyr 
Lamson Corp , 
515 Lamson and further info 


E 
Please send me your 


Vacuum Cleaners- 
Name 
Position .-- State 
Company City 
Address 


an 


Poon, 
‘ Dp 
=e ait] 
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actually boost production. Your em- 
ployees produce more work in a 
a large industrial plant like yours clean, healthy shop. And your ma- 
—actually saves time and labor chines operate more efficiently—and 


yracuse 1, 0. ¥- rmation about your 


... and does a better job. longer—because the powerful suc- 

When you switch from old-fash- tion of EXIDUST searches the hard- 
ioned brooms and brushes to EXI- to-get-at places of your machinery 
DUST, you slash your cleaning costs and draws out metal particles and 
by 70% to 80%. abrasive materials so often injurious 


Moreover —thirty years’ industrial to moving parts. 


This is why EXIDUST 
is the most widely 
used industrial 
cleaning system. 


WRITE TODAY for the EXI- 
DUST Bulletin. It gives full in- 
formation on how to cut your 
cleaning costs and boost pro- 
duction. 










s, 
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F EXIDUST “::" 
DUTY ;: 


Industrial Vacuum Cleaners 


yt bits 
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IT CLEANS THOROUGHLY WHATEVER IT TOUCHES! 









FREE 











Do you have any questions, theories 
or ideas concerning industrial health 
or safety? If you want to give them 
a good airing—send ‘em along. We'll 
publish all space permits. 











Good Housekeeping Issue 
OCCUPATIONAL HAZARDS: 


Our safety director, Mr. W. J. 
Millican, has spoken highly of the 
article “Management Develops Prof- 
its Through Industrial Good House- 
keeping” by C. D. Morse, which ap- 
peared in the April issue of OCCU- 
PATIONAL HAZARDS. We would 
like to reprint excerpts from this ar- 
ticle in our employee magazine, The 
Communicator, if you will give us 
permission to do so.—Mrs. Ruth 
Phillips Steinhauser, Director of 
Public Relations Community Public 
Service Co., Ft. Worth, Tex. 


“Editorial On Americanism” 
OccuUPATIONAL HAZARDS: 

I have been quite favorably im- 
pressed with the editorials which 
you have been publishing in Occu- 
pational Hazards entitled “An Edi- 
torial on Americanism.” We'd like 
to reprint them in our monthly 
Safety Review.—Glenn Penland, Di- 
rector, Training & Safety, The Erwin 
Cotton Mills Co. 


“Let’s Take a Trip” 
OCCUPATIONAL HAZARDS: 

I have just completed reading the 
editorial on Americanism, “Let’s 
Take a Trip.” We would like to have 
your permission to re-run this in 


our multigraph plant publication in § 


its entirety. — C. E. Booz, Safety 
Director, Gulf Oil Corp., Port Ar- 
thur, Tex. 

OccCUPATIONAL HAZARDS: 


My safety supervisor, Mr. Dave | 
Warden, has brought to my atten- | 
tion your splendid editorial, ‘“Let’s | 
Take a Trip”, appearing on page 23 | 


of your April issue. This is one of 


the best I have seen on American- | 


ism. We would like permission to 


OCCUPATIONAL HAZARDS 
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reprint this article in our employee 
newspaper, The Digester. I do not 
know your policy on reprints, but it 
would be greatly appreciated if you 
could see fit to let us use your swell 
editorial. — Gene Gamble, Editor, 
The Digester, Hercules Powder Co., 
Pailin, N. J. 


OcCUPATIONAL HAZARDS: 


Permission is requested to reprint 
in our house organ your very fine 
editorial “Let’s Take a Trip”, which 
ran in the April issue of OCCUPA- 
TIONAL HAZARDS. We think it 
has exceptional merit, written in the 
style and using the kind of language 
to put the thought across to our peo- 
ple-—John Hornsby, Editor, Monark 
Federal Cartridge Corp., Anoka, 
Minn. 

Thanks to readers Hornsby, Gam- 
ble, Booz and the many others for 
their compliments on this article. We 
are glad to extend permission to 
anyone desiring to reprint this ar- 
ticle. We’d appreciate a mention to 
O.H.!—Editor. 


Toxic Solvents 


OCCUPATIONAL HAZARDS: 

The January 1949 issue of O.H. 
contains a very fine article by Ron- 
ald E. Bales, of the Minnesota De- 
partment of Health, entitled “Facts 
You Should Know About Toxic 
Solvents.” We believe this material 
would be of considerable value to 
the readers of our monthly publi- 
cation, SAFETY REVIEW, and we 
ask permission to reproduce it in 
an early issue—John F. Devlin, 
Editor, SAFETY REVIEW, Safety 
Division, Office of Industrial Rela- 
tions, Navy Department, Washing- 
ton, 2. C. 


Likes Advertisements 


OccUPATIONAL HAZARDS: 

This writer wants you to know 
how much he enjoys your fine safety 
Magazine. You may not realize it 
but your interesting editorials rate 
second as far as we in this shop are 
concerned. Yours is the only maga- 
zine we get that carries such a vari- 
ety of important advertisements 
pertaining to safety, health and fire 
protection. Please keep sending O. 
H. to us. We find it invaluable as 
far as finding sources from which to 
buy this type of equipment.—Frank 
Welsh, Purchasing Agent, ASCO 
Corp., Calif. 
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FIRE EXTINGUISHERS 
ARE YOUR BEST PROTECTION 


..- and most economical, faaf Tests conducted by impartial, nationally 
recognized approval laboratories have proved the superiority of Ansul Dry Chemical 
Fire Extinguishers on Liguid Fires. 
In addition, Ansul Fire Extinguishers provide 
greater safety for the operator. The stream of 
Ansul Dry Chemical forms a protective screen 
safeguarding him against radiant heat, 
More and more industrial plants, transportation 
companies, oil companies, etc. are switching to 
Ansul Extinguishers as their first line of fire de- 
r fense. There is a reason. 
Get the facts. Send for 
your copy of File No. 
406. You'll also receive 
our latest literature to- 




















gether with compara- 
tive rating charts for 
the various types of 











fire extinguishers. 


lt | a, 
ee ee ee oe 
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DISTRIBUTORS IN PRINCIPAL CITIES IN THE UNITED STATES AND OTHER COUNTRIES 
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smooth, rounded edges and are snug 
against face. Bridge is insulated ball 
fined, cramped quarters chain type, quickly adjusted. One- 
or hot and humid atmos- piece, easily adjustable rubber 
pheres welcome ventila- headband. 

tion. The extension rings provide almost twice 
the usual ventilation area while maintaining 
the required strength to protect against flying 
particles coming from any direction. Result: 
lens-fogging is minimized and workers see 
better, feel better, work better. 


Here’s a goggle that 
gives the worker in con- 















The 351A is particularly recommended for 
work near open hearth checker chambers, fire 
boxes and maintenance operations on oil refinery 
stills, etc. Fitted with 50 mm regular Super . 
Armorplate or 6 Curve Super Armorplate clear 4 








or Calobar lenses in medium, dark or extra dark 
Individual eyecups, low set for wide angle shades. Ask your AO Safety Representative or 
vision, are shaped to fit eye contours, have inquire at your nearest AO Branch Office. 
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This Company 
. . . discovered 70% of employees needing visual correction 


. - - provided them with corrected safety glasses 





} ... improved employee relations and jumped production 5%. 








: WITH AN EYE TO SAFETY 
3 
by 
ROWLAND V. MERRIFIELD 
Assistant Secretary 
Air Reduction Sales Co. 
IR Reduction Sales Company’s program for protect- At this point, all candidates for employment are in- 
= A ing and improving the vision of employees at its formed that they will be required to wear safety 
. apparatus manufacturing plant in Jersey City utilizes spectacles, provided by the company, if and when they 
» the combined services of an ophthalmologist and an come to work with us. The prospective employee is 
1 = opthalmic dispenser, working together as a team. The also required to pass an examination before our 
1 plant, whose eye safety and spectacle program this ophthalmologist. 
article describes, employs the largest force of any of our A candidate for employment, having successfully 
) single units. It is engaged in the manufacture of weld- passed our general physical examination, is then put 
/ » ing and cutting apparatus, such as, torches, tips, regu- through an induction course by our Personnel Depart- 
lators, and gauges. 85% of the personnel are male and ment, at which time he is issued his safety equipment, 
15% female. Inasmuch as the examination and protec- including a pair of safety spectacles (Plano type if cor- 
tion of our employee’s vision is only part of the Airco rective glasses are not worn, or the coverall type if he 
plan health set-up, let us first expand on the medical is wearing corrective glasses). 
» examination and bring out the relationship of one to Within a week, the new worker is given a visual 
‘ the other. efficiency examination in our first-aid room. His eyes 
Preplacement Physical are examined by our opthalmologist who, working with 
A thorough preplacement physical examination is the individual’s visual job analysis, records his findings 
required before our “company doctor”. The examina- on a report prepared in duplicate. If the individual has 
tion takes place in the doctor’s office and includes a no serious impairment in his vision nor evidence of 
fluoroscopic study of the chest and stomach, a Wasser- eye disease, he is certified by the opthalmologist and 
) man and Kahn blood test, and the Snellen visual acuity moves along to the other end of the room to our opthal- 
test. The doctor is required to certify the fitness of the mic dispenser; or, as he terms himself, “prescription 
individual for a particular job before he is assigned to optician.” 
work. (Please turn to page 52) 











New employee given visual efficiency examination in plant After the order has been placed with the spectacle manu- 
first aid room. If the man has no serious impairment in his facturer, the glasses are returned to the optician within a week. 
vision, he is certified by the opthalmologist and moves along He examines the lenses for accuracy and hardness and, fits the 
to the other end of the room to the prescription optician. employee to his satisfaction. 
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Miners receiving treatment for anthracosilicosis at Barton Memorial Division of Jefferson 
Hospital in Philadelphia, Pa. 


NEW TREATMENT FOR ‘‘MINERS ASTHMA’’ 


By JOHN B. DUNNE 
Professional Services Representative 
Mine Safety Appliances Company 

Pittsburgh, Pa. 


NE of the most feared occupational diseases an- 
QO thracosilicosis or more commonly known as 
“miner’s asthma,” today is being effectively treated by 
a new technique developed during clinical work at a 
Philadelphia medical research center. More than 1,000 
miners suffering with the disease have undergone treat- 
ment and results indicate the method may be beneficial 
also for workers afflicted with other respiratory condi- 
tions growing out of exposure to finely divided particles 
of silica, metal and organic material during grinding, 
crushing, blasting or drilling operations. 

Research to find a successful way to treat anthra- 
cosilicosis—for which there now is no known “cure” 
was started at Barton Memorial Division of Jefferson 
Medical College Hospital, Philadelphia, by Dr. Hurley L. 
Motley, M.D., and Dr. Burgess O. Gordon, M.D. The 
project was aided by the Anthracite Health and Welfare 
Fund of the United Mine Workers. 

Treatment centers have since been established during 
recent months, at the request of the UMW Welfare 
Fund’s Medical Department under Dr. R. R. Sayers, at 
several locations in coal-mining regions. Others are now 
being set up. The centers operating are at Logan, 
Welch, Elkins and Beckley, W. Va.; Pittsburgh and 
Johnstown, Pa., and Knoxville, Tenn. 
Treatment—Not A Cure 

While the new treatment is not claimed to be a cure 
for the disease, it has brought relief to a large number 
of victims. It consists simply of administering oxygen, 
mixed with nebulized (atomized) medicaments, to the 
patients through a unique double-acting valve that, in 
effect, is an artificial respirator. The valve, known as 
an MSA Pneophore, was developed during the last war 
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for the Army Air Forces and now is manufactured in 
Pittsburgh by the Mine Safety Appliances Company. It 
differs from ordinary respirators in that it administers 
oxygen with intermittent positive pressure—filling the 
patient’s lungs with a predetermined volume of oxygen 
and then automatically shutting off to allow exhalation 
by passive reaction. 

In this way, a greater portion of affected lung areas 
can be reached by medicinal agents and effective 
breathing of a patient is increased. The idea is to pro- 
mote drainage and expectoration. 

During the clinical studies at Jefferson Medical Col- 
lege Hospital, patients reported less “tightness” of the 
chest and easier breathing after a few treatments with 
the Pneophore and nebulizer. For the first few days, 
miners suffering with anthracosilicosis experienced in- 
creased secretions but, after a week, the secretions 
dwindled. Some miners who had not been able to work 
for eight or nine years obtained sufficient relief during 
three or four months of treatment to resume jobs. 

Anthracosilicosis leaves its victims weak and exposed 
to such other diseases as pneumonia, bronchitis and 
tuberculosis which sometimes prove fatal. It also affects 
the heart. With the new treatment technique, doctors 
say that the disease can be controlled to such extent 
that the possibility of patients contracting the other ail- 
ments is minimized. 

In addition to its use with a nebulizer in the treat- 
ment of anthracosilicosis by inhalational therapy, the 
MSA Pneophore is being tried for other types of occu- 
pational diseases and for emergency use in reviving 
victims of electrical shock, drowning or gas asphyxia- 

(Please turn to page 56) 
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WHICH IS HEAVIER . . A POUND OF LEAD 
|—~<OR A POUND OF FEATHERS? 














important factor in its economical use. © New Formula SBS-11 has greater bulk per pound than most in- 
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dustrial soaps on the market today, thus gives more ~ * S 7 washings per pound, outlasts a 


“dense” soap by as much as 33-1/3%. @ This great bulk is the result of the use of 
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“Bead” type o ,° o0°f © vegetable oil soaps. These soaps, although higher in price per pound, lather 
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and cleanse fastest. Because of their rapid solubility (fast lathering) they add another strong Econ- 


omy feature to Formula SBS-11. Workers actually use less of this product than they do when their 


mM soap is a slow-lathering tallow (animal fat) soap. In fact Formula SBS-11 costs less than Ic 
e i 
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per worker per week. 200 pounds of Formula SBS-11 will fill a l-pound dispenser 200 times. Most other 


1e 


ih 6@ products of this type will fill a 1-pound dispenser 150 times or less. Insist on bulky Formula SBS-11— 
s - 
1- 
> a pound lasts longer—and therefore costs less to furnish to your workers. 
ng 
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s TT BELONGS IN YOUR PLANT, T00! | 
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il- | Formula SBS-11, the original safe industrial skin cleansing 
soap, is the ‘“Washword of Industry,’ the choice of more than 0 rm i a ies 
~ 10,000 plants. * In your plant the performance, safety and 
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—_ economy of Formula SBS-11 will make it a ‘must’ item for 


ing | all employees. * Write for free sample today. TH 7 WA § 4 WO Q D 0 F | N D AWE Al 
“ ] SUGAR BEET PRODUCTS COMPANY “47,2.” 
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For the New... the Time-Tested and the 


Complete Line in Industrial Protection... 


OK to AD! 
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SAFETY GOGGLES FOR ALL OPERATIONS 


Make it strong, make it comfortable, make it 
specifically for the job, make it to fit the individual 
worker’s face — these are the principles governing 
the manufacture of every AO Goggle. In addition 
to the metal Ful-Vue Goggle illustrated, AO offers 
over a score of safety goggles such as the hand- 
some Acetate Ful-Vue, the Panoram with wide 
angle vision, goggles for welding, dust protection, 
foundry work, chipping, chemical operations, 
sand blasting and every industrial use. 





You may specify this time-tested, work-proven, 
equipment with extra confidence for from the AO 
Laboratory, one of the world’s leading research 
institutions, have come such important advances 
in eye protection as the commercial development 
of 6-Curve Super Armorplate lenses . . . the Dura- 
lite, Duraweld, Coverglass and AO modern spec- 
tacle goggles... Filterweld, Noviweld, Ovi- 
weld-Didymium, Didymium and Calobar Glass 
which screen out hazardous ultra-violet and infra- 
red rays and reduce glare. 
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RESPIRATORS FOR ALL OPERATIONS 


As with eye protection so with respiratory pro- 
tection! Newest in the AO line is the R5000 
series of twin cartridge respirators shown here- 
with. By quick interchanging of threaded cart- 
ridges and disc filter on one basic face piece any 
of seven respirators is provided for protection 
against dusts, vapors and gases. Also new to the 
line is the AO R2000 respirator with 7 types of 
cartridges and filter featuring “twist of the wrist” 
interchanging of all cartridges, filters and acces- 
sories. Filter for this respirator is the chemically 
treated felt “throw-away ” type which has the ef- 
ficiency of previous filters eight times its size. 
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5x 284 GLOVE 





5x 264 GLOVE 


SAFETY CLOTHING FOR ALL OPERATIONS 


For comfortable working protection against heat, flame 
hot metal splashes and rough stock, AO supplies a com| 
plete and completely functional line of safety clothing i 
gloves, handpads, mittens, finger guards (22% of all com 
pensated injuries in industry are for finger accidents) 
coats, jackets, leggings, sleeves, spats and aprons. AO’ 
long experience in working with asbestos, cowhide, horse 
hide, flame resisting duck and other protective material 
plus intimate knowledge of worker preferences assure 
clothing carefully designed to give maximum protection 
comfort and long life. Trained AO industrial representa 
tives are available to visit your plant and plan with you : 
complete program of clothing protection. Ko design facili 
ties are also available to provide special clothing wher 
needed against specific hazards. 





Your nearest AO Safety Products Representative cai 
supply you and will give you further information abou 
AO’s complete line of Safety Goggles, Respirators an 
Safety Clothing. 





Southbridge, Massachusetts 


Safety Products Division Branches in Principal Cities 
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In Los Angeles the Law says ““No More Industrial Smog!” Manufacturers are solving the problem by 


inexpensive ... 


Electronic 
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SMOKE- RECOVERY Apparatus 


HE recent design of inexpensive 
2 oem equipment for the re- 
covery of industrial smoke _ or 
“smog” promises to alleviate an 
acute economic dilemma for many 
Los Angeles manufacturers, who 
have been confronted with the pos- 
sibility of paying heavy fines or 
spending thousands of dollars for 
chemical-dispersion apparatus as 
the result of city legislation for the 
prevention of air pollution. 
Purpose of the equipment is, 
briefly, to provide a high-voltage 
field wherein smoke particles can be 
polarized for constant and consistent 
deposition in electrically-grounded 
containers as the particles emerge 
from a smokestack or chimney. In- 
stallation design details can be var- 
ied in numerous ways to meet dif- 
Z ferent factory requirements, and it 
is believed that a majority of the 
recovery setups can be made at a 
cost of less than $500. 


















































Si : High-voltage power for the initial 
: ‘ installation was derived from an a-c 
factory line by means of a 50,000- 
volt transformer and rectified by 
means of a Raytheon tube in a more 
or less conventional half-wave cir- 
cuit, as illustrated. 
A filament transformer, resistor, 
_ (Please turn to page 49) 
TA YMATRON. 
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Drawing above and right illustrates simple 
layout required for electronic smoke recovery. 
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Shown at left is a typical 
flexishaft operation. Booths 
can be provided, whether 
material is handled by truck, 
crane or by hand. 


HARMFUL DUSTS aud FUMES / 


As a PIONEER in the development and improvement 


Base Ay x & ss 
fyette} /, 


of standard methods of safely collecting DUST and 
harmful FUMES, Peters-Dalton is fully equipped to 
handle whatever problem, small or great, you 
may confront. 


Our trained sales engineers, working with our 
complete engineering staff, stand ready to submit 
layouts, operational costs and equipment estimates. 


COMPLETE FINISHING SYSTEMS 
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New Fyr-Fyter STAINLESS STEEL 
Models Offer Big Savings... 
yet are 4 ways finer... 


You Get More But Pay No More When You Specify 
Fyr-Fyter Stainless Steel Fire Extinguishers. 

Known as the Silver-lite 500 series, these Fyr-Fyter 
extinguishers are now being manufactured at a con- 
siderable savings due to new, modern production 
methods. The savings are being passed on to users of 
Soda-Acid and Foam extinguishers. 

Fyr-Fyter will now sell you Soda-Acid or Foam fire 
extinguishers at as low a price as any manufacturer. 
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Furthermore, you get more for your money. These 
new models are stronger, lighter and offer more re- 
sistance to damage than conventional makes, And they 
add beauty to your premises without extra cost to you. 
Their long-lasting luster is easy on the eyes just as the 
price is easy on the budget. The 2% Gallon 

Silver-lite 500 


Soda-Acid Extinguisher 


Specify Fyr-Fyter Stainless Steel ... And Save. Write 


for full details and prices. 


The Fyr-Fyter Co., 241 Crane St., Dayton, Ohio 





5 POUNDS LIGHTER EXTRA STRENGTH DENT RESISTANCE LASTING BEAUTY 


Use of stainless steel 
has produced impor- 
tant weight savings, 
making the unit easier 


The extinguishers car- 


ry the Underwriters’ 


500 Ib. test label 
instead of minimum 


The Fyr-Fyter stainless 
steel extinguishers 
are more resistant to 
knocks, bumps, and 


The polished stainless 
steel finish retains its 
lasting luster indef- 
initely. No tarnishing. 
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Please send me full details and prices on your new not suy 
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safer... 


California’s flameproofing laws have greatly reduced fire losses 
during the past three years. Here’s how your plant can be made 


FLAME PROOFING IN INDUSTRY 





NDUSTRIAL flameproofing has 

attracted the attention of safety 
engineers and plant protection offi- 
cials thruout the country. Fire and 
panic hazards have been reduced 
and in many cases eliminated thru 
the use of specially treated fabrics 
which will not flame after ignition. 
These fabrics are intended for ex- 
terior as well as interior use, tho 
the treatment for interior purposes 
is removable by washing. Exterior 
fabrics have a water repellent treat- 
ment, in addition to the flame- 
retardant chemical, which increases 
their utility. Practically any fabric 
used industrially can be treated with 
a flame-retardant chemical com- 
pound which will render it proof 
against flaming. So effective are these 
compounds that fabrics treated with 
them will not continue to burn after 
the igniting flame is withdrawn and 
they add but little to combustion 
while in the presence of an igniting 
flame. Some of the compounds are 
suitable for treating bast and leaf 
materials used for decoration. 

There are, in addition to these 
chemical formulas, approved and 
listed nonflammable materials such 
as specially compounded papers, 
both crepe and corrugated, and cer- 
tain kinds of cellophane which will 
not support combustion. 


State Law 

A State law of California forbids 
the use of tents, awnings or other 
fabric enclosures as well as drapes, 
curtains, hangings, drops and _ all. 
other similar decorative materials in 
places of public. assemblage, unless 
they “are made from anon-flammable 
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by 
JOE R. YOCKERS 
State Fire Marshal 
Sacramento, California 


material or are treated and main- 
tained in a flame-retardant condi- 
tion”. More than 5000 jobs involving 
the use of flame-retardant chemical 
treatment have reduced the proba- 
bility of flash fires sweeping thru 
places where persons gather for 
amusement, entertainment, instruc- 
tion, displays or exhibitions within 
this one state. 

Tho the law, as written and en- 
forced, has not been made to apply 
to industrial and commercial estab- 
lishments, there is general law to 
support such a movement should it 
be found necessary. Case law has 
found “places of public assemblage 
to include stores, workshops, or 
places where people assemble for 
business or other lawful purposes”. 

With narrowing profit margins, 
management has become increasing- 
ly alert to new means of preventing 
losses and work stoppage. One such 
means is the prevention of fire since 
the interruption to work and the 
confusion by even the smallest fire 
takes its toll in man hours lost. 


Let a welder’s flash curtain catch 
fire and every employee within sight 
stops work. Some do not resume 
their operation until considerable 
time has been lost, even though they 
have no direct responsibility for ex- 
tinguishing the fire, and are, in fact, 
not involved to any degree beyond 
natural curiosity. Smoke caused by 
smoldering fabrics and_ spread 
throughout large plants by air con- 
ditioning systems has caused smoke 
scares precipitating panics. Aside 
from work stoppage time losses, 
there is the ever present threat to 





the plant itself arising out of in- 
cipient fires which may spread out of 
control, after smoldering undetected 
for hours before bursting into flame 
during the night. 

Padded or upholstered furniture 
and other articles require treatment 
of the stuffing since the heat of a 
burning match, cigarette or other 
source of ignition can set fire to the 
stuffing after charring the treated 
fabric covering. Pads for protecting 
furniture in moving vans fall in this 
category and would require treat- 
ment of the filling in order to afford 
full protection. Rugs and carpets 
will likewise be charred by burning 
cigarette butts even tho treated 
with flame-retardant compounds. 


Fireproofed Material Will Char 

It must not be assumed that be- 
cause a fabric is treated with a flame- 
retardant chemical it will not char. 
Actually, charring will generally 
take place at a relatively lower tem- 
perature on treated fabrics. This is 
part of the flame-retarding mechan- 
ism, the liberation of products of 
pyrolytic decomposition at tempera- 
ture below the ignition point as a 
preventive to their ultimately enter- 
ing into combustion. 

Cellotex and acoustical composi- 
tion board can besuccessfully treated 
so that temporary partitions, ceil- 
ings and walls covered with this 
material actually resist the action 
of fire to the extent that they will 
not flame. 

Scratch pads and tac rags for use 
in the automotive industry can be 
treated so that they will not add fuel 
to a shop fire. While we have not 
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More than a toe 
was lost! | 





For want of protection, a toe was lost. 
For want of a toe, man-hours were lost. 
For want of man-hours, production was lost. 
For want of production, good will was lost. 
For want of good will, profits were lost. 


And all for the want of a safety shoe. 


On-the-job, or on the street, the 
skillfully styled ‘‘Dressteel’’ line 
gives everyday satisfaction and 
precious Safety First Steel Box-toe 
protection. Illustrated is our black 
kidskin blucher oxford, Goodyear 
welt construction, rubber heel. 


Union made by the pioneer manu- | 
facturers of safety shoes. 


Safety first 


SHOE COMPANY 


HOLLISTON 5, MASSACHUSETTS 






STOP TOE ACCIDENTS 
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conducted research to determine if 
spontaneous ignition of oils, driers 
and thinners is possible when cloths 
become impregnated thru use, it is 
certain that the cloth itself would 
manifest flame-retardant character- 
istics. To what extent the cloth 
would inhibit combustion of the 
additives could only be determined 
thru practical tests, tho it seems 
probable that the cloth might act as 
a wick merely carrying combustible 
foreign matter. 

Tarpaulins for use as truck load 
covers have caught fire in transit 
from carelessly discarded burning 
cigarettes with resultant loss of cargo 
and truck. Stock piles on factory and 
warehouse grounds can be protected 
against damage by falling embers 
thru the use of flame-retardant 
treated tarpaulins. 


Mill Processed Preferable 

In this connection, it should be 
pointed out that, tho there are State 
approved chemical compounds for 
the treatment of canvas after it has 
been made up into tents, covers and 
tarpaulins, for maximum efficiency 
canvas should be mill processed as 
yardage goods. When the greige 
goods is treated with an approved 
flame-retardant compound under 
tons of pressure and then dried 
under control conditions, the add-on 
is uniform and every fiber is im- 
pregnated, whereas spray applica- 
tion to manufactured goods includes 
risk of a good possibility of merely 
coating the fibers. Factors such as 
canvas condition at the time of 
treatment, including age, wear, soil 
and previous chemical treatment, to- 
gether with variables of application 
such as the specific compound, its 
vehicle, wetting agent, fineness of 
spray, nozzle-surface spatial relation, 
wind and temperature have a direct 
bearing upon effective treatment in 
spray application. 


““Approved’’ Compounds 

Not infrequently laymen question 
the justification for California re- 
quiring State approved flame-retard- 
ant compounds. There are many 
chemicals which will render fabric 
resistive to flaming but which also 
affect fabrics adversely. We have 
experienced results of certain chem- 
ical applications to fabric for exterior 
use where losses in tensile strength 
and indeed the flame-retardant ef- 
fect were critical. Interior fabrics 
are susceptible to an even wider 
range of damage from unapproved 
compounds. Rotting (cellulose deg- 
radation by what ever means), loss 

(Please turn to page 61) 
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Additional Award Granted for Walter A. Travis vs. Jerry Manu- 


Violation of Safety Requirement facturing Company, Ohio Industrial 
ad Commission, SF 176128 





the temporary 
absence of the 


sit Bip oesagid was employed as a 
ag grinder in the grinding room of 
50 ' the plant. On the date in question Employee Injured While 
1d { and while in the usual course of Perf ‘ U lien: 
od employment and while he _ was rtorming Unauthorize ct 
rs grinding a casting in the regular TEVE Georgejakakis was a long 
nt course of his employment he sus- time employee of the Defendant 
tained injuries when the grinding corporation. He was employed as 
wheel broke and one of the flying a common laborer whose principal 
pieces struck him. duties consisted of transporting 
He was grinding on the left side materials in and about the plant and 
be | of the grinder where there was no sweeping floors. 
te . guard, although On the morning of March 7, 1942, 
= | £ there was a_ ¢laimant was engaged in transport- 
- | iS : guar don it he ing metal rings 
i right hand turned out by a 
Cy j Q wheel of the pressing ma- 
as i Py. grinder. There chine. During 
ge | 5 
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| was a dust col- 
' lector made of 




























er light galvanized operator of the 
ed metal partially enclosing the right machine from 
on hand wheel but not attached to the his duties. 
a~ grinder frame. The grinding wheel Georgejakakis upon his own initia- STEEL-GRIP-210-L 
a- thi . a Sali, tenia dates : : 
“ which caused his injury was given tive, without any apparent author- There’s a BIG difference between asbes- 
" to him by his foreman, about two ity and without reason attempted to tos gloves, and you can fell the difference 
y and one-half hours before the in- operate the pressing machine, and oe ge ip 210-L asbestos 
1 oh ta . > 7 ay rac . . : . . . ves. g — 
- jury occurred. Grinder was normal- jn so doing the fingers of his left pe pratt oo retina Og the 
oO : s : ? . 
-~ ly used for buffing on the left side. hand got caught in the machine Underwriters’ grade . . . from the best 
J1 Claim was made that the wheel necessitating amputation. mills in the United States. The quality 
O- was improperly guarded for two stands out when you get 210-L in 
& _— — = ‘ ' ae your 
on reasons: (1) That the exhaust hood oe pe a a aomne a hands and on your hands. Check the 
‘ts : . ree of skill and proficiency was re- seamless, one-piece quality construction, 
on the left side of the wheel was . , . 
of a aiteatiaintia’. d (2) Th t] quired to operate a pressing ma- no seams at the wrist or working edges 
not substantial; and (2) at the chine and only those who had pre- to pull out or burn out on a hot job just 
yn, wheel was not guarded to the ex- Sistine: dieeiiaihdiay adiatain ladies when protection is needed most. The 
et tent that it was possible to guard y a g ec quality stands out also in the careful 
om paral with this work. design and proportioning, in the big 
same. Ne Was the disabling injury sustain- roomy cut, in the loose, airy comfort, in 
An additional award was granted eee pre the fleece cotton lining that’s anchored 
to the extent of 40% of the maxi- ed under such conditions and cir- in each finger and thumb and won't 
mum weekly rate under the rule cumstances as to justify or support pull out. 
i. laid down in the case of the State *" award of compensation? Thorough inspection at every step of 
O rs — . > manufact rj > »>pendse 
a ex rel Engle vs. The Industrial Com- Under the Workmen’s Compensa- scahuitinner aaa Pieper o rae 
= ai . . s . ’ j. bale: eos mah 7 4 eterans of rough, 
“a mission of Ohio, 142 O. S., Page 425, tion Act of Ohio in its existing form, tough service. Get Steel-Grip 210-L and 
a by reason of the employer’s viola- @ compensable injury is one which you will see what 38 years of experience 
rA tion of Section N of Bulletin 208 of iS received in the course of and = know-how mean in low-cost depend- 
n Ste ‘ 1 ‘ 
na the Code on Specific Safety Re- arises out of the employment. How- red Rletiiiee teneee net gs si 
th ¢ 2 2 ‘ eng . gZtns an many 
sa quirements relating to the guarding ©V€T; if the injury was not sustained special types of asbestos gloves and mit- 
a of polishing and grinding machines. 1!" the course of employment, and tens are available. 
ae Commission found that the wheel id not arise out of it, no compensa- bee for Catalog. We are designers and 
phe , ate na Tarren tion in allowable. manufacturers of a complete line of safety 
th was not guarded as required and clothing. Tell us your requirements. 
f- ‘ that as the result of said employer’s Georgejakakis was a_ laborer 
= violation of the above mentioned whose duties in and about the in- * 
ow Section of the Code, the claimant dustrial plant where he was injured 4. WSTT IL. 
od was injured as set out in his appli- was limited in scope. When he vol- A 
g- cation and that he is entitled to the untarily, deliberately and without GLOVES COMPANY 
a. additional reward as requested. authority or necessity stepped out , 
s . Main Factory: 1809 Garfield St., DANVILLE, ILLINOIS 
(in Canada: SAFETY SUPPLY CO., Toronto) 
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C-0-TWO MEANS READY ACTION! 





ole SQUEEZ-GRIP* VALVE 


When you release carbon dioxide from a 
C-O-TWO* Squeez-Grip* Portable Fire 
Extinguisher . . . just squeeze lever to open 
... release to close. The Squeez-Grip* Valve 
Operates as fast as you can open and close 
your hand .. . the greatest single contribu- 
tion to the releasing of carbon dioxide from 
portable fire extinguishers. 


C-O-TWO* is carbon dioxide . . . kills fire 
in seconds .. . harmless to materials and 
equipment, even food. It is clean, dry and 
odorless . . . non-deteriorating and non- 
conducting ... highly effective on flam- 
mable liquid and electrical fires . . . leaves 
no after fire mess. 


C-O-TWO* makes a complete line of sire 
protection equipment . . . carbon dioxide 
hand and wheeled portable fire extin- 
guishers, carbon dioxide hose rack and hose 
reel fire extinguishing units, built-in carbon 
dioxide fire extinguishing systems and 
built-in smoke and heat detecting systems 
... approved by Underwriters’ Laboratories, 
Inc., Factory Mutuals and Government 
Bureaus. 


Let an expert C-O-TWO* Fire Protection 
Engineer help you in planning complete up- 
to-date fire detecting and extinguishing 
facilities for your property now, before 
fire strikes. Write us today for complete 
information. 

*T. M. REG. U. S. PAT. OFF. 





of the orbit of his employment by 
attempting to operate the pressing 
machine, an undertaking altogether 
foreign to the work he was hired 
to do, he engaged in a pursuit and 
exposed himself to a hazard not con- 
templated by his employment as a 
laborer. His behavior constituted a 
material deviation and departure 
from his assigned tasks. 


Court distinguished this case from 
those where a slight or inconse- 
quential departure from employ- 
ment is indicated. The claimant was 
injured through an act which he 
improperly or unauthorizedly did 
within such sphere. When employee 
is injured in the performance of a 
voluntary act not approved by or 
known to his employer, such injury 
does not arise out of the employ- 
ment and is not compensable. 


Although the Workmen’s Com- 
pensation Act is to be liberally con- 
strued in favor of the injured em- 
ployee, such construction is not 
extended to comprehend a case 
where the facts clearly show that at 
the time and place of injury the 
employee was engaged in an unau- 
thorized venture in no way con- 
nected with or causally related to 
the work he was hired to carry out. 


The Act does not and is not in- 
tended to afford the protection and 
coverage of a general accident in- 
surance policy. 

Georgejakakis vs. Wheeling Steel 
Corporation, 151 O. S., Page 458. 
Decided June 1, 1949 


Injured Employee 
Refused Operation 


AMES Mickle sustained an injury 

on March 20, 1947, while employ- 
ed by the Theatres Corporation, 
which was determined to be an ac- 
cidental injury arising out of and in 
the course of employment and which 
was covered by the provisions of 
the Workmen’s Compensation Act. 


He was awarded a claim for total 
and permanent disability and re- 
ceived compensation in accordance 
therewith. Company, however, filed 
an application requesting the Com- 
mission to discontinue the payments 
for the reason that claimant had an 
injury to _ his 
back which 
could be suc- 
cessfully oper- 
ated upon, which 
operation was 
tendered to the 
Plaintiff, but 
was refused by him. 





The principal question is whether 
the refusal of claimant to submit to 
a surgical operation will permit the 
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petitioning company to discontinue 
payment of compensation and 
whether said refusal calls for an 
order of the State Industrial Com- 
mission allowing the company to 
discontinue such payment. 

The medical testimony indicated 
that the claimant’s disability was 
total and likely to be permanent 
unless an operation was to be per- 
formed. All of the doctors agreed 
that they would not recommend an 
operation without further hospital- 
ization and while claimant main- 
tained the mental attitude toward 
the operation which he had at the 
time. 

It was agreed by the experts that 
85% to 90% of the operations per- 
formed for the condition with which 
claimant was afflicted were success- 
ful; that only 1% of such operations 
resulted in death, so that from 9 to 
14% resulted in failure or were par- 
tially successful and that in some 
cases the operation resulted in in- 
creased disability. 

Company contended that claim- 
ant’s disability should be declared 
temporary rather than permanent 
because of his refusal to submit to a 
surgical operation recommended by 
surgeons. Claimant’s injury was 
that of a ruptured or fractured in- 
tervertibal disc, and that his disa- 
bility was permanent unless re- 
lieved by surgical operation. The 
operation indicated is deemed to be 
a major operation, notwithstanding 
only 1% result in death. 

There has been no_ previous 
adjudications holding that Plaintiff’s 
refusal of the nature involved here- 
in, justified the employer and its 
insurance carrier in discontinuing 
compensation or should agree to 
allow such discontinuance. 

The Commission is without justi- 
fication to order the injured em- 
ployee to submit to an operation in- 
volving a risk of life, however 
slight, merely in order that the 
pecuniary obligation created by law 
in his favor against the employee 
may be had. 

It cannot be said as a matter of 
law or because of the fact that all 
of the expert witnesses in this case, 
testified that the operation recom- 
mended is not a major operation, 
that there is no risk of life involved 
in such an operation, nor that the 
claimant’s refusal to submit to such 
an operation was unreasonable. 

Allowance continued. 

K. Lee Williams Theatres, Inc., et al 
vs. Mickle, et al. 

205 Pacific Reporter, Second Series, 
Page 513, Supreme Ct. of Oklahoma, 
April 19, 1949 
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MICROTRIP... 


the two-hand safety control 


that cannot be ‘cheated’’! 





There is only one way the control circuit of machinery pro- 
tected by MICROTRIP safety control can be operated. That 
is by touching both switches at the same time—with both 
hands out of the danger area. 





This positive, fast-acting safety device appeals to plant 
managers and operators alike. The instant electrical response 
allows increased production; the easy, light-touch actuation 
relieves operator fatigue. 


MICROTRIP safety control is easily installed on either old 
or new equipment. It has proved effective on many opera- 
tions which seemed impossible to guard. Let us tell you 
more about MICROTRIP controls. 






Demonstrated 


NATIONAL 
October 24-28 








See MICROTRIP 
at Booth 42, 


SAFETY SHOW, 


©1949 First Industrial Corp QAR 
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A DIVISION OF FIRST INDUSTRIAL CORPORATION 


Branch Offices: 


Los Angeles 


Sales Representatives: 
FREEPORT, ILLINOIS, U.S.A = 
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Scuffle Results In Injury pany, who had been temporarily 
laid off and was not then in its em- 


ploy, in a spirit of fun, started jab- 
bing him in the ribs, took hold of 
him and started to scuffle. 

Claimant stated that he was or- 
dered to go to work by the foreman 
and had no time to play and pushed 
Simms, the prior employee, away 
from the door so that he might enter 
the work room and proceed with his 
work. Simms again caught hold of 
the claimant and pulled him off the 
steps which caused claimant to trip 
over a brick and fall on the concrete 
floor of the work room and injure 
his left leg. 






















ORBES was required to go to 

work ten minutes before eight 
in the morning. On January 23, 
1946, he appeared at the plant, en- 
tered the dressing room provided by 
the company for the purpose of 
changing his clothes prior to going 
to work. While in the course of 
changing his clothes, the foreman 
directed that the employees get 
ready to go to work. 

He immediately left the dressing 
room and proceeded to work and as 
he entered the door to the work 
room, a prior employee of the com- 










































PROTECTS HANDS 


against oil, grime, paint 


HELPS PREVENT TIME LOSS! 


Du Pont PRO-TEK hand 
protective cream acts like an 
invisible work glove. Have 
your workers rub it on 
hands and arms before starting work, 
to guard skin against paint, grime, in- 
soluble cutting oils, etc. Easily washed 
off with water when the job is done— 
takes all the grime with it. Ask your 
supplier for Du Pont PRO-TEK. Or 
write E. I. du Pont de Nemours & Co. 
(Inc.), Wilmington 98, Delaware. 
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Company resists claim on the 
theory that the injury was incurred 
while the claimant was engaged in 
a scuffle which he provoked and 
which he actively engaged in and 
that the injury, as a consequence, 
did not arise out of the employment. 

It was concluded from the facts 
presented that the claimant’s in- 
jury resulted from a hazard to which 
he was exposed because of his em- 
ployment; casual connection be- 
tween the employment and injury 
was present. 

From the facts there was nothing 
to indicate that he actively partici- 
pated in the scuffle, which was com- 
menced by a person who was not a 
fellow employee. He neither pro- 
voked nor voluntarily participated 
in the scuffle, which took place af- 
ter the foreman gave instructions to 
get ready to commence work. 

The injury was deemed to have 

arisen not only in the course of his 
employment, but “out of his em- 
ployment”, as the result of which 
an award was sustained. 
Swift and Company, vs. Forbes et 
al, Supreme Ct., of Oklahoma, May 
17, 1949, 207 Southeastern Reporter, 
Second Series, Page 251 


Union V. P. Strikes 
Company Man 


OBERT L. GRANT was secretary 
R of the company and a salesman 
thereof. He supervised the plant. 
hired and fired, settled disputes and 
discussed matters with the union 
employees and their representatives. 

On the day of the accident, he 
discussed with one Haanken, an em- 
ployee, shop steward and vice presi- 
dent of the union, the duties of the 
day man and the 
night man with rae 
a view of reduc- : 
ing the working 
force and effect- 
ing a cost saving. 

After this con- 
versation, claim- 
ant went to the 
second floor and discussed with two 
other employees, one of whom was a 
shop steward, what had taken place 
between Haanken and himself. With- 
out warning he was hit in the face 
by Haanken, which blow, it was 
claimed caused his injuries. 

Did the accident arise out of the 
employment and was it compensable 
under the act? Court concluded that 
the striking of the claimant was an 
incident of the labor management 
activities which he was engaging in 
under the terms of his employment 
and that the resentment of the pro- 
posed lay off of a union member re- 
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red was an accident arising out of the 
share employment and was compensable 
and under the act. 

andl Grant vs. Grant Casket Company, 
—_ | Supreme Ct. of New Jersey, April 
nt. | 4, 1949 

cts 65 Atlantic Reporter, Second Series, 
in- Page 520 

ich 

m- 

be- Drinking Water Furnished 

“ty [By Employer Contaminated 

ing HE complainants were employ- 
ici- . ed by the construction company, 
m- on its contract with the State of Il- 
ta j linois‘on the grounds of the Man- 
ro- teno State Hospital. More than five 
ted hundred employees were working 
af- on the premises, eight hours a day, 
to for five days a week. 

Many visitors, strangers, taxl 
ive drivers and tradesmen entered the 
his grounds or some of the buildings 
m- every week. The only drinking 
ich water available was from a water 

system maintained by the State of 
et Illinois for use by those living upon 
lay the premises and those who came 
er. upon the grounds of the institution. 

As a result of contamination, a 

typhoid epidemic occurred at the 

institution. Many employees, and 

attachees of the institution as well 

as employees of the construction 

company and five unknown visitors 

ry to the institution contracted typhoid 
on fever, from drinking the water. 

nt. The water that the complainant 

nd drank was taken from the hydrant 

on and conveyed to 

es the employees 

by the construc- 

ne tion company in 

- buckets, by a 

+a water boy. 

ne There is no 

claim that the 

“ water bucket or 

3 the vessel out of which the em- 

q ployee drank contributed to the con- 

tamination of the water. 

Sole question involved is whether 

typhoid fever contracted by em- 

ployees arose out of their employ- 
- ment within the meaning of the 
he Workmen’s Compensation Act. 
ce There is no question that the injur- 
h- ies arose in the course of employ- 
ce ment. The determining factor .is 
as whether or not it arose out of the 
; employment. An injury generally 
arises out of an employment when 

“ there is apparent to the rational 
le mind, after consideration of all 
Y the circumstances, a casual con- 
“ nection between’ the conditions 
a under which the -work is required 
on to be performed and the resulting 








injury. It must be incidental to the 
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character of the job and independ- 
ent of the relation of master and 
servant. It need not have been fore- 
seen or expected, but after the 
event, it must appear to have had its 
origin in a risx of employment and 
to have flowed from that source as 
a rational cons27uence. 

In the instani 
on the grounds of the 
Hospital were liable to contract 
typhoid fever. Employees were not 
subjected to greater risk because of 
their employment, than were the 
public generally. The suf- 
fered by the complainants could not 


mattzr all who w 
Manteno State 


disease 





have said to have arisen out of the 
employment. 

Employer, probably to 
the time of its employees, elected 
to furnish water for drinking pur- 
poses to its employees. It obtained 
water from the system used by the 
State Hospital and transferred it 
from the water main to the bucket 
and had their employees carry it to 
the place where the other employees 
were working. 

Complainants sustained actual in- 
juries in the place of and in the 
course of their employment. Com- 
pany placed itself in the same posi- 
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HERE’S THE ANSWER 
YOUR PLANT SMOKING PROBLEM 





THE SIPCO SAFE SMOKER 

Whether you allow smoking in your plant or have 
restricted areas, the SIPCO SAFE SMOKER is a 
practical solution to your smoking problem. 

The fire hazard is completely eliminated because 
the SIPCO SAFE SMOKER instantly extinguishes 
cigars, cigarets and matches. There is no smold- 
ering because the canister is partly filled with 


water. 


SANITARY—the canister is easily detached for 


cleaning. 


Especially designed for hard industrial abuse, the 
SIPCO SAFE SMOKER is both practical and 
Modestly priced, the SIPCO SAFE 
SMOKER is now used by many of the nation’s 


attractive. 


largest industries. 


Send For Literature 


UNIT No. 2 
Canister and 
sign alone, for 
mounting on 
walls, columns 

or posts. 


UNIT No. 1 
Canister and 
sign complete 
with upright 
and cast base 





STANDARD INDUSTRIAL PRODUCTS Co. 


1710 MAIN STREET 


PEORIA, ILLINOIS 















tion as it would have occupied, had 
it obtained water from its wells. It 
was to its advantage to furnish 
water to employees rather than to 
leave work to go to a tap of water 
supply on the hospital grounds. 
When electing to furnish water to 
its employees, it was incumbent 
upon it to supply water free from 
contamination. Under these circum- 
stances, the risk under which em- 
ployees became exposed was a haz- 
ard. Although an employer is not 
an insurer of the safety of its em- 
ployees, it is nevertheless bound to 
see and know that the water is free 


from deleterious substances, liable 
to cause actual injury to its em- 
ployees. 

It was concluded that the com- 

plainants by drinking typhoid ba- 
cilli contaminated water during 
hours of their employment, furn- 
ished by their employer, received 
actual injury which arose out of 
and in the course of employment. 
Award allowed. 
Permanent Construction Company 
vs. Industrial Commission, et al, 43 
N. E. Reporter, Second Series, Page 
557, Supreme Ct., of III. 








accidents and maintenance costs 


LOST TIME, hospital bills, high insurance premiums, and 
disabled workers often caused by slippery floors represent a 
needless expense. Safe-T-San Non-Slip Floor Polish, an amaz- 
ing new synthetic resin product, actually reduces slipperiness 
of any flooring material. Easy to apply... simply mop it on. It 
contains no wax, yet it dries bright like a self-polishing wax 
in a few minutes. Learn more about this low cost insurance 
against expensive falls. Write today for more details. 


HUNTINGTON 
Huntington, 
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Heart Attack Suffered While 
Performing Usual Daily Work 


EIKEN was first employed as a 

laborer. in the company’s yard 
and in this capacity, he did heavy 
maintenance work in and about the 
yard and piers keeping them clear 
of scrap iron and other debris which 
came from the ships, and unloading 
keel blocks, pipe, carbide, and so 
forth, from freight cars and the like, 
so that trucks could go down to un- 
load and reload the ships. 

He was later made “temporary 
snapper” (foreman) and placed in 
charge of a gang of from six to eight 
men doing this type of labor and in 
the course of which he was re- 
quired to work along with them. 

On the day of the accident, he 
started his regular work at 7:00 
A. M. with a crew of six men. With 
two of the men, he went to one of 
the piers to remove some scrap iron 
and other debris that had accumu- 
lated there. This work was routine 
in character and expected of him in 
the usual performance of his duties. 

At about 10:00 A. M., he and his 
co-worker were lifting a piece of 

scrap metal, 

weighing be- 
between two 
hundred to 
three hundred 
fifty pounds on 
, to a baggage 
* truck and just 
as he was lifting 
it, he suffered a pain across his 
heart and chest area accompanied 
by shortness of breath. He was then 
assisted to his locker room by one 
of the men in his gang and subse- 
quently given medical attention. 

As the result of the incident, he 
has done practically no work; has 
had other heart attacks and has 
been on several occasions, hospit- 
alized. He seeks recovery contend- 
ing that the injuries sustained by 
him resulted from an accident aris- 
ing out of and in the course of his 
employment. 

There was no question that the 
incident occurred during the course 
of his work. Question in issue is 
whether the accident arose as the 
result of his employment. 

The burden of proof is upon the 
claimant to show by preponderance 
of probabilities that employment 
was a contributing factor to the in- 
jury, without which the accident 
would not have occurred. 

There is a presumption that an 
injury or death from a heart disease 
is the result of natural physiological 
causes. 

The lifting of the iron piece by 
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himself or a member of his gang 
was a part of his regular work. He 
was used to doing this type of work 
and was a matter of routine. Some- 
thing of unusual strain or exertion 
beyond mere employment is requir- 
ed to establish compensable liability 
in the case of a heart disease, and 
the mere showing of the claimant 
performing everyday tasks when he 
suffered heart attack does not es- 
tablish his right to compensation. 


His disability following a heart 
attack which resulted when the em- 
ployee suffering from coronary 
thrombosis lifted a heavy bar of 
iron of usual size during employ- 
ment in maintenance work in ship 
yard was not compensable as an 
“accident”, arising out of and in 
the course of employment. The ac- 
cident did not arise out of his em- 
ployment. 

There was no reasonable infer- 
ence of an unusual strain or exertion 
arising out of the employment with- 
in the meaning of the law. There 
was no unusual strain or exertion, 
and the facts in the instant matter 
fail to disclose a right to recovery. 

As a consequence, the claim was 
denied. 


Seiken vs. Todd Dry Dock Inc., 
Supreme Court of N. J., June 30, 
1949, 67 Atlantic Reporter, Second 
Series, Page 131 


Poor Judgment Is Not 
Wilful Misconduct 


LAIMANT was ordinarily em- 

ployed in the coal corporation’s 
mine as a timberman, but at the 
time he was injured, he was en- 
gaged in loading timbers in one of 
three mine cars forming the supply 
trip, which were to be hauled about 
five hundred feet to the place where 
claimant was to set them. 

After claimant had completed the 
work of loading, he signaled the 
brakeman to pull out, and the 
brakeman relayed the signal to the 
motorman, who put the trip in mo- 
tion. 

In order to avoid walking the five 
hundred feet, and evidently to ex- 
pedite the work of setting the tim- 
bers, claimant, according to his own 
statement “started to climb over the 
car, while it was in motion.” 

Before he was able to get into the 
car,.he was caught between the top 
of the mine car and an overhead 
cross timber and injured. 

The employer’ contends that 
claimant’s act in attempting to climb 
into the moving car was such wilful 
misconduct as would bar compensa- 


OCTOBER, 1949 


tion; contending that his act was in 
wilful violation of the Statute which 
prohibited riding, or getting on or 
off a car while in motion. 

Record reveals that about twice a 
week and perhaps on other occa- 
sions the coal corporation gave 
through its foreman general safety 
instructions. Although there is 
nothing in the record to show that 
the claimant was present at the 
time these instructions were given, 
there was sufficient testimony to in- 
dicate that it would be practically 
impossible for any employee who 
had been employed by the company 





for several years not to have heard 
at least some of the oral safety in- 
structions and warnings. 

Claimant was never personally 
warned not to get on a moving car, 
nor was he ever observed by the 
foreman of the company in the act 
of riding moving cars or boarding 
moving cars. 

The Statute prevents a recovery 
on account of any personal injuries 
sustained or death resulting to any 
employee caused by self-inflicting 
injuries, wilful misconduct, wilful 
disobedience to such rules and reg- 
ulations as may be adopted by the 








@ Everybody is automatically a member of 
your cleaning department by conveniently 
placing Bennett Bilt Waste Receptacles to 
invite their use. These waste receptacles 
are sanitary, economical and a major help 
to cleanliness and neatness. Put them to 
work for you today. 


ONLY WASTE RECEPTACLES 
HAVE ALL THESE FEATURES 
@ Non-rusting stainless steel feet eliminate rust- 
ing and rust marks 


Made of extra heavy-gauge Mayari R,Bethle- 
hem’s corrosion resistant steel 


All-welded construction 


Smooth exterior surface... nothing to catch 
and tear clothes 


Reinforced corners 


Strong springs keep doors closed providing 
greater sanitation and eliminating fire hazards 


Rounded corners for structural strength and 
pleasing appearance 


@ Baked enamel finish... white or green 


These are a few of the many features that make 
Bennett Bilt Waste Receptacles a natural “buy.” 
Quality and every consideration for hard usage 
are self-evident both inside and outside of these 
receptacles. 


Write for fully-illustrated catalog TODAY. 


Independently hinged 
doors 





High tension springs keep 
doors closed 


Burlap bags or galvanized 
liners are quickly removed 


THE BENNETT MANUFACTURING CO., ALDEN, N. Y. 


CUSTOM METAL CRAFTSMEN SINCE 1906 











employer and approved by the com- 
missioner, and which rules and reg- 
ulations have been and are kept 
posted in conspicuous places in and 
about the work. The safety rule 
adopted by the company which was 
not approved by the State Compen- 
sation Commissioner under the cir- 
cumstances could not be relied upon 
to defeat the employee’s claim for 
benefits. 

However, the claimant was in- 
jured while 
attempting to get 
on and into a 
moving car and 
was, therefore, 
guilty of the 
violation of the 
Statute, unless 
he could be 
found to come within the excep- 
tion under the Statute applying to 
persons “necessary to operate the 
trip or car.” 

Statute was clearly designed for 
the protection of persons, including 
claimant, who are employed in min- 
ing in this State and the Courts have 
consistently held that the wilful 
violation by the employee of the 
existing Statute is wilful miscon- 
duct, preventing recovery. 

The evidence revealed that claim- 








ant’s action in attempting to board 
a car just as it was moving was in- 
advertent and done in the face of a 
sudden emergency created by the 
movement of the train immediately 
after the claimant gave the signal 
to the brakeman and before he had 
time to get into the empty car. As 
the train started to move out, he 
then and there was confronted with 
the necessity of deciding whether to 
attempt to get into the empty car or 
delay the setting of timbers while 
he walked the five hundred feet to 
the place where the timbers were to 
be unloaded and set. 

It has been stated by the Court 
heretofore that the act of an em- 
ployee, which may contravene in- 
structions of his superiors, or of the 
State mining authorities, or be con- 
trary to generally known and ac- 
cepted practices of similar em- 
ployees, but which appears to have 
been done impulsively or spontan- 
eously in the face of a sudden and 
unforeseen emergency, does not 
amount to “wilful misconduct’, so 
as to bar recovery for injuries sus- 
tained. 

Thompson was negligent in creat- 
ing the emergency in that he gave 
the signal to the brakeman before 
he got into the car; but his negli- 


gence, even though gross negli- 
gence, did not bar compensation. He 
used poor judgment, but bad judg- 
ment of itself does not constitute 
wilful misconduct. 

In the absence of “wilful miscon- 
duct” and in the absence of proof 
that the employee had notice of the 
existence of the Statute as to safety 
rules, claimant was entitled to a re- 
covery for injuries sustained. 
Thompson vs. State Compensation 
Commissioner, Supreme Ct., of Ap- 
peals of West Va., June 21, 1949, 54 
Southeastern Reporter, Page 13 





CAN’T TAKE IN THE 
SAFETY SHOW AT 
CHICAGO THIS MONTH? 


The next best thing is to turn 
to page 65 and look over the 
many New Products being dis- 
played. Keep your pencil handy 
—and when you see something 
you'd like to know more about— 
just mark the special postcard 
in this issue and mail to us! 








PLANT 


.. +. . see whether 
INCREASED VISUAL 
EFFICIENCY of your . 
personnel will pay 
(and the trial in- 
volves no obligation } 
on your part). f 


insurance rates. 


INCREASED efficiency, 
employe satisfaction. 


tional Visual Job Analysis.”’ 


Industry. 





MAKE THIS TEST IN 








A sampling test, run on a group of your own employes, 
will show whether a Visual Testing program will give you 
the results that thousands of plants are reporting: 


LOWER production costs and training costs; lower 
labor turnover; less spoilage; reduced accident and 


larger profits; 


YOUR SKEPTICISM is invited; it is not necessary to 
accept the evidence of other plants. Write for ‘“An Occupa- 


KEYSTONE VIEW COMPANY, Meadville, Penna. Estab- 
lished 1892. Originators of Binocular Visual Testing in 
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OCCUPATIONAL VISUAL SERVICE 
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46 


ANOTHE 








EYE SAVED! 


SAF #-SHIELD 


The lead-spattered SAF-I-SHIELD Goggle pictured above 
was worn by Ralph Wall, maintenance man for Lennox 
Furnace Company, Marshalltown, Iowa. Hot lead he was 
pouring into a damp hole in cement “exploded.” Almost ~ 
_ certain loss of one or both eyes was avoided. Safety 
- Engineers and workmen have discovered that no other 
safety goggle equals the SAF-I-SHIELD for protection, 
comfort and economy. 
OPTICALLY CORRECT—Made of “Optilite,” the new 
optically correct plastic—no distortion, no eye strain—can 
be worn over prescription glasses. 
» STRONG—Meets government specifications for impact 
_ and piercing resistance. 
_ LIGHTWEIGHT —Conmfortable, easy to wear—weigh only 
_ one ounce per pair. : 
- ECONOMICAL—Low original cost, long wearing— scratch 
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FILE E-13 


TECHNICAL FILE ON SOLVENTS 


SAVE THIS VALUABLE REFERENCE MATERIAL: BUILD UP A PERMANENT OFFICE FILE 


E 13. WARNING SIGNS OF UNSAFE EXPOSURE. The detection of a strong odor 
of solvent can usually be interpreted as indicating a potentially unsafe exposure. 
The skin, nose, eyes and throat suffer irritation sufficiently soon in a severe 
exposure to act as a good warning to the worker to seek fresh air. 


E 14. SYMPTOMS OF POISONING. Dizziness, drunkenness and delirium, head- 
ache and fatigue are next in line as possible symptoms. However, not only do 
workers differ in such sensitivities, but continuous irritation will dull the sense 
organs quickly. In addition, a chronic poisoning may develop weeks later if 
the original “whiff” was sufficiently strong. Thus, warning signals of solvents, 
although helpful in preventing acute poisoning, are little protection against 
insidious chronic poisoning. 


E 15. CYANOSIS. Cyanosis is a medical term used to describe the blue color 
appearing in skin, membranes, tissues, etc., as a result of certain blood changes, 
symptomatic to poisoning. It can be present in exposures to dusts, fumes, gases 
and vapors, whenever these cause blood disorders. 


E 16. SOLVENTS & CYANOSIS. Among the solvents, poisoning from the nitrogen 
compounds is the usual cause of the condition. In some cases of the amino 
compounds, cyanosis in the form of blue lips may be present when no other 
symptom of poisoning is yet apparent. Chronic aniline poisoning, for example 
(others include the benzol homologs, like toluol) causes a significant reduction 
of the hemoglobin of the blood and a replacement by methemoglobin, as an 
early symptom. In essence, that is the main blood change that causes cyanosis. 


E 17. ANESTHETIC SUBSTANCES HAVING MILD AFTER-EFFECTS. These often are 
divided into the hydrocarbons of the paraffin, olefin and acetylene series, the 
ethers, aldehydes, ketones and esters. This group (including most of the aliphatic 
hydrocarbons) is considered less dangerous than the other varieties simply be- 
cause chronic poisoning, or reported permanent body damage following exposure, 
is comparatively rare. However, the more volatile solvent vapors even in this 


group can be fatal in large doses. In addition, their avidity for fats is dangerous. 
The action is largely an anesthetic attack upon the central nervous system, and 
hospital methods have made use of some of these vapors, like ether, to alleviate 
pain in surgery. 


E 18. NON-REACTIVE VAPORS. In general, this group is made up of non- 
reactive vapors, that is, the substance is not greatly altered within the body, but 
is usually eliminated in the same form in which it was absorbed. Thus, combina- 
tions with body cells, to the detriment or destruction of tissues, and organs, does 
not take place. Any recovery is usually complete, following removal from ex- 
posure. 


E 19. ACUTE POISONING POSSIBLE. Carelessness, leaks, broken containers, etc., 
all furnish a setting for severe, acute poisoning from even these solvents, how- 
ever. Spasms, convulsions and death have been reported from such instances. 
In addition, a warning note must be sounded relative to possible toxic com- 
binations in these less harmful solvents. Distillates are not all identical, just as 
all crude oils are not alike. One gasoline may not be equal in toxic properties to 
another, and saturated compounds can be less toxic than the unsaturated. Such 
varying toxicities serve to complicate the existing individual susceptibility of the 
exposed workers. 


E 20. HAZARDOUS PARAFFIN HYDROCARBONS. This group of solvent vapors 
and gases usually occurs as mixtures of light petroleum distillates. A notable 
exception is methane, the “fire damp” of coal mines, usually found alone. Any 
vapors that arise from crude petroleum oil at ordinary temperatures are caused 
by the lighter hydrocarbons, volatile at those temperatures. Fuel oils and 
lubricating oils are the result of the removal by fractional distillation of the 
more volatile parts of petroleum and are themselves comparatively harmless as 
air contaminants. In the distillation process, ethane, propane and butane are 
the first gases to be distilled off. They are collected and prepared for use either 
separately or as mixtures. Combinations of the first two find use as refrigerants, 
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ELECTRONIC SMOKE-RECOVERY 


From Page 34 





and capacitor were used to heat the 
rectifier and to regulate the flow of 
rectified current to a series of fine 
ionizing wires at the top of the 
chimney. 


Above the wires and the chimney, 
a domelike steel cap was installed 
with appropriate insulators so that 
it would be electrically neutral in 
order to function as a dispersion 
unit, simultaneously preventing en- 
try of the smoke particles into the 
atmosphere and serving as a guide 
to facilitate the attraction of smoke 
particles to grounded collectors (sit- 
uated below the dispersion cap and 
adjacent to the _ sides of the 
chimney). 


Because of the low height and lo- 
cation of the chimney in this partic- 
ular case, a safety device was used 
in the rectification circuit. It was 
essentially a Thyratron tube, situ- 
ated so as to fire and break the cir- 
cuit if the current therein exceeded 
low-amperage requirements. Thy- 
ratron accessories included a recti- 
fier, filter capacitor in the voltage 
supply circuit, a 2-amp. fuse, and a 
potentiometer for the regulation of 
grid bias voltage for appropriate 
sensitivity. 


A locking switch was _ installed 
near the terminals of the Thyratron 
in the main rectifier circuit, so thaf 
the recovery apparatus could be 
used without the safety device if 
necessary. 


On high chimneys, or where cir- 
cuit components can be safely iso- 
lated and insulated, no special safety 
devices should be required because 
all recovery functions can be readily 
controlled at a distance by means of 
a master switch. However, instru- 
ments such as voltmeters and milli- 
ammeters or appropriate warning 
lights should invariably be specified 
in order to prevent prolonged mal- 
functions which might damage ex- 
pensive equipment. 


In one factory installation, a spe- 
cial arrangement of chutes has been 
provided and a full-wave rectifica- 
tion circuit is being used to facilitate 
the recovery of smoke particles for 
resale as raw chemicals. However, 
the half-wave rectification unit — 
as heretofore described, and with 
slight modifications — should meet 
most. factory requirements, particu- 
larly ;where the value of reclaimed 
smoke particles is not great enough 
to merit a high investment in spe- 
cial equipment. 
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Gulf Engineering Co., Inc 
1000 South Peters St. 
New Orleans 13, Louisiana 


Telephone—Canal 4421 





Gulf Engineering Co., Inc 
1682 Ingeborg St 
Houston 3, Texas 
Telephone—Preston 7251 

















Snyder Co., Inc. 

1001 North Wheeling 
Tulsa 6, Oklahoma 
Telephone—4-401 3 
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KLEERVU 172501731 First Ave, North 


irmin m 2, Alabama 
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Telephone—7-5161 
* PREVENTS TRAGIC ACCIDENTS 


And Kleervu costs only $10.00 for the 20-inch size—larger sizes at 
25¢ per inch additional 

Approved by the California State Department of Labor for use in petro- 
leum processing operations—equally safe for every type of pressure vessel in 
any industry—steam boilers, processing equipment, storage tank 

Available in sizes from 4 inches to 8 feet in length. When ordering 
give distance between gauge glass packing nuts. More detailed information 
furnished on request 


WRIGHT <2 AUSTIN 
COMPANY 


3242 Wight Street Detroit 7, Michigan 


Manufacturers of Steam Separators, Steam Traps, Unfired Pressure Vessels, 
and Boiler Trimmings 








SERVING STEAM USERS FOR MORE THAN HALF A CENTURY 
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How Underwriters’ Laboratories, Inc. help you in 
keeping your plant safe .. . 


PLAYING WITH FIRE 


ANAGEMENT often forgets that contents and 
M trimmings of a well-constructed “fireproof” factory 
will burn just as rapidly as the same combustible fur- 
nishings in a frame firetrap. The good, fire-resistive 
building is often filled with tons of fast-burning fuel. 

As one fire prevention expert observed, using com- 
bustible materials within a concrete-and-steel building 
is as foolish as “stacking a couple of carloads of firewood 
in the plant and then just hoping that nobody would 
light it accidentally.” 

Many of the worst fire tragedies in industry have 
been traced to this one cause—placing too many fast- 
burning materials in an otherwise firesafe building. 

Often other slower-burning materials could have 
been substituted easily—but contractors and builders 
had no complete charts to indicate which materials were 
safest and which were most hazardous. 


New Testing Furnace 


A unique new furnace has been developed in the 
Chicago laboratories of Underwriters’ Laboratories, Inc. 
to supply that needed information. The controlled fires 





Interior of furnace showing the fire brick lining and the 


temperature indicating posts. 
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THE SAFE WAY 


in that furnace will help prevent thousands of fire 
deaths during the next few years if builders and con- 
tractors apply the knowledge conscientiously and if 
citizens insist that safety standards be observed. 

The engineers in this nonprofit laboratory developed 
this furnace after much study and experimentation. It is 
a steel shell lined with fire brick, and looks like a 
chimney which has been tumbled over and laid out 
lengthwise along the floor of the laboratory. It is 
twenty-five feet long. 

The furnace is actually quite simple in design. The 
topmost wall can be detached completely, and a sample 
of the building material which is to be tested is then 
attached to the underside of this wall. The sample is 
20 in. wide and 25 feet long, which allows enough 
material for a conclusive test of the speed with which 
it will burn. 

The wall is then returned to its position, and the test 
begins. 

A gas-burner is lighted at one end of the furnace, 
and a breeze which is strictly regulated to blow 200 feet 
per minute sweeps the flames from this burner along 
the length of the furnace. ° 

An engineer stands by with a stopwatch, and his 





Placing in position the furnace top with the test material 
attached beneath. 
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assistants keep their eyes on several special instruments. 
They are looking for the answers to three questions: 

How fast will this material burn? 

How much smoke will it produce? 

Will it make a fire worse by contributing to the rapid 
spread of flames to other materials? 

The answers to those three questions will tell whether 
a certain material is suitable for use in future factories, 
hospitals, hotels, and homes. If it burns too fast, the 
inherent danger is obvious. If it creates too much dense 
smoke, this characteristic might cause many deaths and 
would also make it more difficult for victims to escape 
and for firemen to fight the flames. And if it contributes 
much fuel to the fire, then it will naturally make any 
small fire bigger and any bad fire still worse. 


Lab Technique 


In order to assure accurate answers to these questions, 
conditions in the laboratory are very carefully controlled. 
The room temperature is held steady, and even the 
moisture content of the air is regulated. Slight changes 
in temperature or humidity can affect the speed with 
which materials burn. 

In classifying the materials which have been tested, 
a comparison is made with two common materials: 
asbestos cement board, and red oak wood. 

The asbestos cement board does not burn so it is rated 
at “zero” in regard to speed of flame, contribution of fuel 
to a fire, and production of smoke. Red oak wood, which 
is a standard building material, is classified as “100” on 
the rating chart. Other materials are then rated by 
comparison with these two standard materials. 

Thus a material which receives a rating of “50” will 
burn over its surface half as far in the same time as does 
untreated red oak wood. A material listed at ‘200” 
would spread flames twice as rapidly as red oak wood. 

Paints and wall paper can be rated, as well as com- 
position wall board, fabrics, papers, and insulating 
materials. 

One promising development of recent years has been 
the chemical treatment of some materials in an effort to 
reduce their burning characteristics. The reliability of 
each of these treatments can now be determined by this 
standardized test. 

In the future, conscientous builders and contractors 
can discover quickly whether they will endanger lives 
by use of certain materials. Many manufacturers who 
have expended much money and effort in developing 
safer building materials will submit their new products 
to the Laboratories for test and classification. 

The furnace is merely one of the many ingenious 
devices especially designed by the Laboratories’ tech- 
nicians to carry out various tests on a wide variety of 
products. The products tested range from roofing mate- 
rials to floor wax, and from household fuses to complex 
machinery. 

One tireless machine in the New York laboratory 
twists electric iron cords 3000 times to be sure they 
won’t become dangerously worn through ordinary use. 

Engineers also test floor wax to make certain that it 
won’t be dangerously slippery, and fire extinguishers 
to make sure they will work efficiently when needed. 

Products and materials which pass the tests may 
then carry the words “Underwriters’ Laboratories, Inc. 
Inspected,” or the initials “UL” on the tag or name plate. 

Any manufacturer can send devices to the Chicago, 
New York, or San Francisco laboratory for testing. He 
pays the costs of running the tests on his products, 
including his share of salaries and overhead. And he 
pays the same amount whether his product passes the 
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Interior of the furnace showing the action of the gos 
flames against the test sample. 





Progress of the flames and the furnace temperatures are 


recorded during the test. 





An 





sample for important data. 


ex 


the charred surface of the test 
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CAN ASPHYXIA 
STRIKE WORKERS 
IN YOUR PLANT? 


Crushing accidents . . . severe electrical 


shock . . . heart attacks . . . heat suffo- 
cation . . monoxide poisoning 
smoke suffocation . drowning . . . 


and other forms of asphyxia can strike 
down workers in your plant no matter 
what you make. Industrial experience 
has shown that accidents involving 
asphyxiation can occur despite the most 
carefully laid safety precautions. And 
when a worker stops breathing, time and 
death will not wait for haphazard rescue 
efforts 





SAVE WORKERS LIVES 
COMBAT DISABILITY 
with an 


E & J RESUSCITATOR 


YOU HAVE A_ RESPONSIBILITY to 
protect your workers from  asphyxial 
hazards, to prevent loss of man-hours, 
and to minimize company liability for 
death or injury. 

YOUR BEST PROTECTION when as- 
phyxia strikes is the automatic resuscita- 
tion action of an E & J Resuscitator. 
This life-saving instrument breathes for 
those who are unable to breathe for 
themselves. Through a face mask it in- 
troduces oxygen into the victim's lungs 
and exhales for him. Because it auto- 
matically adjusts itself to lung capacity, 
the E & J Resuscitator is as safe for a 
baby as it is for your strongest worker. 
It is light and durable . . . one person 
can carry . . . operates on its own oxygen 
power... is easy to use. See for your- 
self why this safe, efficient instrument is 
considered essential equipment by indus- 
tries, rescue squads and hospitals the 
country over. Send coupon below or write 
for a demonstration. There is no obliga- 
tion to buy but you owe it to your com- 
pany to see the resuscitator in action. 


The Breath of Life 


...- RESUSCITATOR- 
ASPIRATOR.- 





INHALATOR 


—E & J MANUFACTURING CO. 
GLENDALE 1, CALIFORNIA 


glo: E & J MFG. CO., Glendale, Calif. 5 


av Please arrange an E G&G J] Demonstration. 
(] Please send complete E & Jj literature. 


‘ REED... necvsiicicmitintigetiggeitladtiidiicpmsgapeialanes & 
IRON Sigs rccciatnihinectabiitinanidnnintnseioeninstitensuedcsamncatamiasgy i 
oe 2 a Hee AER te we Re | 
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WITH AN EYE TO SAFETY 
From Page 29 





The optician is handed a copy of 
the opthalmologist’s report for his 
information and guidance. The 
optician then proceeds with his 
measurements, recording full in- 
formation, not only on a permanent 
record for the company, but also on 
an order form to the _ spectacle 
manufacturer. The optician orders 
the spectacles to be made up (all 
with hardened lenses and _ side 
shields for designated jobs); the 
finished product is delivered to the 
optician’s office within a week. 

The optician then examines each 
pair of spectacles for accuracy and 
hardness of lenses, and brings them 
with him on his next regular week- 
ly visit to our plant, when the spec- 
tacles are fitted to the entire comfort 
and satisfaction of the employee. 
The spectacles with a sturdy case 
are then presented to the individual 
and he reports back to his foreman 
and resumes his duties. 

Periodic re-examination of the 
eyes, similar in every respect to the 
procedure outlined above, is made 
every 18 months for employees un- 





der forty years of age and those 
forty years or over, every other 
year. Young workers who are myo- 
pic are examined every six months. 
70% Require Attention 

Our experience has been indica- 
tive of the fact that seventy (70) 
per cent of all employees examined 
required some degree of acuity cor- 
rection. This fact alone is significant 
in emphasizing the need for an over- 
all in-plant eye safety program. 

Conveniently located spectacle 
cleaning stations are _ provided 
throughout the plant. These sta- 
tions are inspected and restocked 
daily by a trained member of our 
Personnel Department. This Per- 
sonnel Department representative is 
delegated to receive from the work- 
er and his foreman, and charged 
with the responsibility of following 
through complaints of ill-fitting or 
otherwise uncomfortable spectacles. 

The practice of the employee 
taking his spectacles home is not 
encouraged, as many spectacles are 
ground for working _ distances, 
which, in some instances, may vary 
from normal reading distances. 

All visitors to this plant are re- 
quired to wear eye protection, and 
a supply of various bridge sizes, 








Byron-Jackson Factory, Los Angeles, Calif. Archt.—Ellis Wing Taylor, Los Angeles. 
Contr.—C. L. Peck, Los Angeles. 


MASTERPLATE — THE FLOOR THAT’S 
SPARKPROOF, NON-SLIP, DUSTLESS 


Masterplate floors not only provide the safety that’s needed in every plant, 
but they also have great durability — frequently wearing 4 to 6 times 


longer than plain concrete floors under the same conditions. 











These advantages of Masterplate result from the ¢hick iron-concrete 
armorplate produced by incorporating pure, graded iron, combined with 
Master Builders cement dispersing agent, in the surface of the concrete 
at time of placing. 


Being sparkproof and providing positive, safe dissemination of static 
electricity, Masterplate floors should be specified wherever this type of 
protection is needed. 

Illustrated booklet on request. 


42 MASTER ‘** BUILDERS @& 


CLEVELAND 3, OHIO TORONTO, ONTARIO 















OCCUPATIONAL HAZARDS 
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with plano lenses, is maintained for 
that purpose. We have had no seri- 
ous objections to this requirement. 
In fact, we have had some very 
complimentary comments from visi- 
tors about the thoroughness of our 
eye safety program. 

Ophthalmologists, opticians and 
opthalmic dispensers, through their 
societies and associations, have made 
careful studies of industry’s vision 
problems, but as they do not adver- 
tise, not too much is known about 
them. Therefore, the task of secur- 
ing their professional participation 
devolves upon you folks who are 
charged with the duty to protect 
the worker’s sight. Get the facts 
before management and develop a 
program to accomplish this job that 
has for too long been neglected by 
too many in the safety profession. 
Program Results 

Our in-plant eye protection pro- 
gram has been in effect for three 
years. While we have not elimi- 
nated entirely the occasion of eye 
injuries, both the frequency and 
seriousness of our eye accidents 
have been materially reduced. Our 
é management has also acknowledged 
4 an improvement in employee-man- 
agement relations, employee morale, 


a decline in rejected parts and an 
increase in production. It is our 
opinion that the production increase 
alone has more than justifiea the 
expense of our entire eye and health 
program. If you will calculate the 
effect of a 5% increase in produc- 
tion on net, with the same labor and 
no added overhead expense, you 
will see what we mean. 

When we consider that industry 
experiences something like 300,000 
eye injuries per year and that the 
cost of eye injuries to industry runs 
over one hundred million dollars 
annually, and that 80,000 persons 
have lost the sight of one eye as a 
result of occupational injury and 
that another 8,000 are totally blind 
for the same reason, we can see very 
clearly that there is no way of over- 
estimating the importance of an 
adequate plant eye safety and health 
program. 
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WATER AND SLUDGE 
_ OUTLET 
Senior Multi-Wash Collectors are made in 1500 to 30,000 c.f.m. capacities and 
multiple units. 
Junior Multi-Wash Collectors 1000 to 30,000 c.f.m. capacities and multiple units. 
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FOR NEWEST DEVELOPMENTS 
IN DUST AND FUME CONTROL! 


TAKE NECESSARY STEPS NOW 
to insure your employees 
against breakdowns in health 
and morale. Successfully control 
the damaging effects of dust, 
fumes and condensable vapors 
with Schneible Dust Control 
Equipment. With Schneible, the 
emphasis is on safety! 

Two standard types, made of 
carbon steel. Also available in 
stainless steel, Monel, Inconel, 
copper. 

A complete line of dust col- 
lecting equipment, sludge set- 
tling equipment, abrasion resist- 
ant pumps, Uni-flo hoods both 
fractionating and compensating 
types. Write for catalog No.410. 


CLAUDE B. SCHNEIBLE COMPANY 
2527 Twenty-Fifth St. 


Detroit 16, Mich. 





“Calling All Hands” 


FOR 


PREVENTO 
Protection! 


Chemical irritants in cut- 





ting oils are an ever-pres- 
ent threat to 
hands. To help eliminate 


sensitive 


the hazard of skin irrita- 
tions which may lead to 
dermatitis, hands need a 
protective coating — ap- 
plied BEFORE working 
periods so that it affords 
full protection between 


hand washings. 


PREVENTO provides 
such a coating. Different 
types are available for dif- 
cutting prepara- 
tions and shop conditions. 


ferent 


PREVENTO is conveni- 
ent to use . . . spreads 
quickly . . . gives hours of 
dependable protection . . . 
has a refreshing odor... 
vanishes upon washing. 
Here’s low-cost insurance 
against slowdowns and lost 
working hours resulting 
from painful skin irrita- 


tions. 


* 


Write for folder ‘‘How 
Long Can They Take 
It?’ and see your 
DOLGE SERVICE MAN 
for our cutting oils an- 
alysis service. 


* 
PREVENTO 
THE C. B. DOLGE CO. 











WESTPORT, CONNECTICUT 
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ILL felt pretty good about landing a part time job with the ABC Con- 

struction company. Just seventeen and still in school, he figured he 
could make enough money on Saturdays and Sundays to make a down 
payment on that snappy cream roadster at Brown’s Used Car Lot. 

As a construction helper, Bill worked with a gang of men who dug holes, 
leveled patches of ground, made ditches and other such work familiar to all 
construction jobs. Large for his age, Bill didn’t mind the work too much. 
However, he paid more and more attention to the huge 18 ton earth grad- 
ing machines that rumbled by them every few minutes. He envied the 
fellows who pushed those big jobs around as if they were baby buggies. 

“They know how,” said Foreman Harry Fox one day when Bill marveled 
aloud about the skill of those drivers. 

Bill didn’t say anything else about it, but the following day at noon, 
he suddenly decided to find out if he “knew how.” A big machine was 
idling alone in the center of the work strip and most of the men were 
several hundred feet away eating their lunches. Climbing aboard Bill 
looked ahead to see if the road was clear—saw it was—and jammed down 
on the throttle. With a sudden lurch the machine moved backwards in- 
stead of forward. Frantically grabbing for what he thought was the brake, 
Bill suddenly felt himself falling to the ground. 

Minutes later Harry Fox put a hat over what was left of Bill’s face 
after an 18 ton earth mover had rolled over his head. 

Bill is only one of the many workers killed or badly injured each 
year because of attempting to operate machinery they knew nothing about, 
nor had authorization to operate. Luckily Bill didn’t kill anyone else but 
himself. Many other persons are injured or killed each year because of 
inexperienced operators. It is important to remember that any operator of 
machinery, be it an earth mover, an industrial truck, a crane, a lift truck or 
what have you, should first be well trained in operating technique, safety 
rules and safe handling operation before getting into that driver’s seat! 


And Sudden Injury 














THE REVOLUTIONARY NEW ALL-PURPOSE 


COLLAPSI - COT 


EMERGENCY STRETCHER & TRANSFER CHAIR 
Sets Up In 10 Seconds . . . Weighs Only 23 Pounds 

















America’s finest multi-purpose stretcher. More 
efficient, easier to handle, easier to maneuver in 
close quarters. Its versatile telescopic construction 
permits it to be adjusted for all types of emergency 
carrying. Use it as a flat stretcher 75’’ long, or 
set the back rest to any angle for use as a transfer 
chair. Length automatically shortens as back is 
raised. Unsurpassed for cardiac cases. Sets up 
in 10 seconds. Weighs only 23 Ibs. 





Size opened, 75’’ x 20°’. Size collapsed, 48°’ x 20°’ 
x 2%4"’. Folds to a compact lightweight unit, easily 
stored on walls. Tested and proved far better in 
actual use, Collapsi-Cot will prove a valuable addi- 
tion to your first aid equipment. Write for details, 
now! 

Ask your Safety Equipment Dealer to demonstrate it at the Chicago Safety Congress. 


EMERGENCY AIDS COMPANY 


| 3628 N. Lincoln Avenue * Dept. O-H * 














Chicago 13, Illinois 
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TION CRIMINALS! 
SKIN 
WIMAX XXXXXX) 
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AX 


protected hy 4 
DETEX 
GUARDSMAN 


It's a safe bet for an enterprising 
thief. Best time—between Friday 
night and Monday morning. 

It employs a watchman — a 
conscientious person, but attimes 
sleep closes his eyelids. Other 
times he succumbs to human 
cussedness and skips rounds. 

Since his movements are not 
mechanically checked by a 
DETEX Guardsman, who is to 
argue with him when he swears 
that he was faithful to his duties? 

NOTE: His Boss is the kind 
of man who locks his $100 bond 
in a bank vault, but leaves his 
$1,000,000, plant loosely 
guarded. 

MR. EXECUTIVE: Fantastic? Not 
a bit. If your watchman is un- 
supervised by a GUARDSMAN, 
your plant is only half safe. This 
tape-recording clock operates 96 
hours, if necessary, without cut- 
ting the tape. Send for folder. 





PATROL WATCHMENS CLOCKS 
ALERT DETEX WATCHCLOCK CORPORATION 
ECO Dept.O-10 

NEWMAN 76 VARICK STREET, NEW YORK 13, N.Y 


GUARDSMAN Sales and Service in All Principal Cities 
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Ou 
Mr. SAFETY DIRECTOR 


Each year as is our custom these Distributors of ... Flexible Unit First 
Aid will greet you with a Fresh Flower for your coat lapel every day. 


BIRMINGHAM, ALA.—Safety Engineering JACKSONVILLE, FLA.—Byron Thompson Co, 


& Supply Co. KANSAS CITY, MO.—Safety Inc. 
BOISE, 1D.—Universal Safety & Fire Equip. LOUISVILLE, KY.—Orr Safety Equip. Co. 
Co., Ine, MIAMI, FLA.—Medical Supply Co. 


BOSTON, MASS.—General Equipment Corp. 


BUTTE, MONT.—Universal Safety and Fire 
Equip. Co., Inc. 


BUFFALO, N.Y.—American Alisafe Co., Inc. 
CASPER, WYO.—Union Supply Co. 
CHATTANOOGA, TENN.—C. D. Genter Co. 
CHICAGO, ILL.—Protective Equip., Inc. 
DENVER, COLO.—Union Supply Company 
DETROIT, MICH.—Seco Safety Products Co. 


GRAND RAPIDS, MICH.—Seco Safety 
Products Co. 


HOUSTON, TEX.—Allied Safety Equip., Inc. 


MILWAUKEE, WIS.—Protective Equip., Inc, 
ORLANDO, FLA.—Byron Thompson Co. 
PORTLAND, ORE.—4J.E. Haseltine & Co. 
ST. LOUIS, MO.—Safety Incorporated 
SALT LAKE CITY, UTAH—Universal Safety 
& Fire Equipment Co., Inc. 
SAN FRANCISCO, CALIF.—Brenton Equip- 
ment Co. 
SEATTLE, WASH.—4J. E. Haseltine & Co. 
SPOKANE, WASH.—J. E. Haseltine & Co. 
TACOMA, WASH.—4J. E. Haseltine & Co. 
TULSA, OKLA.—Guardian Safety Equipment 
Company 





TREATING MINER’S ASTHMA 


From Page 30 








CO Medical Supply Company 


eo A a eee ee 


1027 WEST SAATE STREET, ROCKFORD, ILLINOIS 
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wih WOODEN SOLES! 


Heat resistant wooden soles 


Strong steel toe 


——— oo 
FOR THE FACTORY... 


Wear a Reece "Strong Toe." Comfortable 





leather uppers. High, roomy steel toe pro- 
tector, heat-resistant wooden sole. Have 
comfort-safe feet at work in oil refineries, 


foundries, steel mills, factories. 
No. 504-3-S 


No. 300 












The Reece "Hot Foot" sandals. Protect 
your feet in furnace and coke oven 
rooms. Straps on over your own shoes. 
Heat resistant wooden sole, strong gal- 
vanized iron counter, flexible hinge toe. 
Cannot slip. 


BE SAFE THE REECE WAY... 
WITH A REECE "'HOT FOOT" 
SANDAL! 


WOODEN SOLE 
REECE 


SHOE CO. 





Dept. O-1 


Columbus, Nebraska 









tion. Several industrial plant hos- 
pitals already have installed them as 
standard equipment. 


Industrial workers who _ inhale 
chemical fumes, gases or superheat- 
ed air can be given emergency or 
therapeutic treatment with the in- 
strument. Recently, two cases of 
beryllium poisoning—beryllium is 
used extensively in atomic energy 
plants and other industries— were 
successfully treated by the Pneo- 
phore. 

A few months ago, the instrument 
was accepted by the Council on Phy- 
sical Medicine of the American 
Medical Association. 

Weighing a little more than eight 
pounds, the Pneophore assembly 
consists of: 

1. A high pressure reducing valve 
that lowers cylinder pressure to 50 
lbs. per sq. in., and an oxygen cylin- 
der pressure gauge. 

2. A low pressure regulator that 
reduces the 50 lbs. pressure to an 
adjustable range from 0 to 30 centi- 
meters of water. 

3. A gauge calibrated in centi- 
meters of water to show pressure 
being delivered. 

4. Six feet of rubber tubing. 


5. The differential pressure valve 
that converts continuous positive 
pressure to intermittent positive 
pressure. 

6. Two positive 
pieces, each having a 
length of tubing attached. 

To operate the instrument, a phy- 
sician adjusts the low pressure reg- 
ulator to the desired pressure, in 
centimeters, depending upon the age 
and condition of the patient. Oxygen 
flows automatically through the 
differential pressure valve until it 
reaches the prescribed setting. The 
valve then shuts off and exhalation 
takes place. It was explained that 
the main difference between the 
Pneophore and a resuscitator is the 
intermittent positive pressure ad- 
ministration of oxygen. In a resus- 
citator, oxygen is forced into the 
lungs and sucked out mechanically. 
With the Pneophore, oxygen flows 
into the lungs following the slight- 
est breathing effort of a conscious 
patient. If the victim has stopped 
breathing, oxygen is forced gently 
into the lungs until it reaches the 
patient’s capacity. 


pressure face- 
four-inch 


Mine Safety Appliances Company 
has recommended the use of the 
Pneophore by public and private 
hospitals, industrial emergency cen- 
ters and other medical facilities. 
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INDUSTRIAL 





Acaudents in. the Ylows ... 


These accidents are taken from the pages of the nations Newspapers. They’ve all happened—they didn’t have to! 











N. Y. Mills, Minn., Herald: 


Maynard Thorson, manager of the 
Mills Co-op Locker Plant, injured 
himself serious- 
ly in a fall there 
last Saturday. 
While attempt- 
ing to fix some 
pipes in the 
locker cooler the 
wrench which 
he was using 
slipped, causing him to lose his bal- 
ance and fall backwards. In so 
doing he cut his wrist and hand on 
a can that had been placed on the 
floor. The cuts that he received 
severed tendons and he also suf- 
fered from the loss of a_ great 
amount of blood through the 
wounds. He has been a patient at 
the Wesley hospital since the acci- 
dent. 

Prevention: 





Wrenches should be examined 
before use to see that they are in 
good repair. Special attention should 
be given to the jaws to see that they 
are not worn smooth or cracked. 
Even a new wrench will slip upon 
occasion and the worker should re- 
alize this before applying any great 
pressure to the wrench. He should 
be prepared for trouble by bracing 
himself so that he won’t be caught 
off balance should the wrench slip. 


® 


Kansas City, Mo. Star: 


George Durking, 28 years old, suf- 
fered injuries to his fingers on both 
hands’ today 
when they were 
struck by a a 
hammer while ““@ 
he and Nathan 
Minor were dis- 
mantling a 
pump in a junk 
yard at 205 East 
Fifth street. Durking was holding a 
large chisel being struck by Minor 
when the accident occurred. 
Prevention: 

Chisels, drills and other tools be- 
ing struck by large hammers should 


OCTOBER, 1949 





never be held in place by hand. The 
man responsible for holding the tool 
while it is being struck by others 
should use a holding device de- 
signed to keep his hands well away 
from the danger area in case of a 
miss by the hammer - wielder. 
Such devices are easily made and 
usually consist of a length of pipe as 
handle, and an adjustable clamp 
welded to the end. 


® 


Champaign, Ill., News-Gazette: 


Oscar Watson, Jr., narrowly es- 
caped serious injury Thursday night 


while working 
at the General 
Foods division 


plant in Kanka- 
kee, where he is 
employed. 
Young Watson ke 
was putting SS 
dressing on the 

belt of a machine when his arm 
caught in the belt. Unable to reach 
the switch to turn off the power, he 
had to wrench his arm free, receiv- 
ing a badly sprained shoulder and 
a nine-stitch gash. He also received 





severe burns from the belt. He is 
recuperating at the home of his 
parents. 

Prevention: 


Many arms, hands and lives are 
lost each year because of the failure 
of workers to observe the rule that 
machinery — including belts — should 
never be oiled while in motion. It’s up 
to the safety engineer to get this 
into the heads of employees; it’s up 
to management to see that it is 
enforced. 


° 


Henryetta, Okla., Free-Lance: 


L. D. Sharp, worker on construc- 
tion at Waleetka for the Pubiic Ser- 
vice company, received a_ broken 
leg today. Sharp was riding on the 
back of a truck with his legs dang- 
ling when his leg smashed into an 
iron pipe. He received a compound 








fracture and was taken to a Hold- 
enville hospital. 
Prevention: 

As has been previously written 
several times in this magazine, men 
should not be permitted to ride on 
trucks or other vehicles with legs 
dangling over the sides or ends of 
the vehicles. Such habits invite 
serious injuries. Men being trans- 
ported in trucks should be made to 
sit well forward in the body of the 
truck and the tail gate should be 
closed as an added precaution. 


® 


San Antonio, Tex., Light: 


Herbert Reynolds was in Baptist 
Memorial hospital Wednesday after 
he was injured 
while repairing 
a truck. Reyn- 
olds, an em- 
ployee of the 
Better Home Ice 
Cream Co., was 
underneath the 
truck late Tues- 
day afternoon when it began to roll, 
dragging him with it. 

Prevention: 

Before getting under any vehicle, 
the man doing the repair work 
should make a personal check to 
see that brakes are fully set and 
that wheels are chocked. Special 
consideration should be given to 
these precautions if the vehicle is 
not on level ground. 





v 


Danville, Ill., Com’!l., News: 


Earl A. Schroer, 64, was treated 
at St. Elizabeth hospital Monday 
morning for removal of a splinter 
lodged in his left index finger. The 
painful accident occurred while he 
was stacking lumber earlier in the 
C&EI lumber yard. 

Prevention: 

The wearing of heavy, serviceable 
work gloves—in this case, preferab- 
ly of canvas or leather. 














EWLY installed at the Trafford Foundry of the 
Westinghouse Electric Corporation, the giant 
Schneible ventilating hood shown here represents an- 
other step in the foundry’s program to improve working 


HOOD IMPROVES WORKING CONDITIONS 





conditions. The 16-foot high hood, taking up ground 
space of more than 26’ x 32’ serves a quad type vibrating 
shakeout which has a capacity of 60 tons. It is unique 
in that it is not totally enclosed. This permits free use of 
overhead cranes. Three down-draft stacks supply 90,000 
cfm fresh air from the atmosphere to form air curtains 
which prevent the shakeout dust from escaping into 
the foundry. This also protects the overhead crane men 
who maneuver the castings in and out of the shakeout. 
The 90,000 cfm of air curtain is then exhausted from the 
hood, with the heat and gases from the molding sands 
through the four up-draft stacks, including an additional 
30,000 cfm of air from the foundry. The four stacks ex- 
haust a total of 120,000 cfm. 

Built into the hood are four special velocitraps. All 
exhausted air passes through them and in the process 
the heavy dust and sand is thrown out of the air stream 
and trapped. Thus, in the winter, a minimum of expen- 
sively heated air is withdrawn from the foundry and 
wasted. 

During the summer, the versatility of the system 
permits dampering off the intake down-draft stacks just 
below the roof, and sucking through a side opening the 
pocket of stale air trapped below the roof slopes, using 
it for the compensating air curtains and thence to the 
atmosphere. This compact and adjustable unit relieves 
the accumulated hot gases found beneath the roofs of 
foundry buildings on hot days, eliminating ventilators 
and also tends to cool the shop. 








ADJUSTABLE HAND TOOL HOLDER 





Prevents Smashed Fingers! 


Here's a “Safety” tool that will 
eliminate a lot of accidents. Made 
of cast aluminum for light, rugged 
construction. Tools of various 
sizes are held in holder by spring 
pressure—quickly changed. Hold- 
er is available in four sizes, to hold 
tools from %'' to 1%'' square. 


SAFELY HOLDS... 


@ STEEL STAMPS 

@ COLD CHISELS 

@ DRIFTS 

@ PUNCHES 

@ OTHER HAND TOOLS 


WNNINGHAM cp, 


SAFETY STEEL STAMPS 


91 East Carson Street - Pittsburgh 19, Pa. 





Write for data sheets and prices 



















Stanzoils 
Vy 


Grip Oily Things 
As If Dry! 


Liquid-Safe Hands 
Do Better Work... 


Most rubber or neo- 
prene gloves are slip- 
pery as wet eels — but 
not neoprene Stanzoils. 
Marvelous non-slip fin- 
aoe Sn eee oily 
i work as if dry, gives 

—— workers assurance and 
speed. Made of Du Pont neoprene, these gloves far out- 
last rubber, protect hands in harmful materials at extra 
low cost per day. Stanzoil hand safety pays you in more 
production, less costly injury claims. Also available in 
white neoprene. Write today for informative catalog. 


Synthetic Rubber Division 


The Pioneer Rubber Company 
638 Tiffin Road Willard, Ohio, U.S. A. 
Los Angeles 


OVER 1/] Years OF QUALITY GLOVE MAKING \~ 
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WHY FIRE PREVENTION 
WEEK? 


Fire Prevention Week is set aside each year 
during the week in which October 9th falls to 
focus public attention upon our disgraceful loss of 
life and destruction of property by fire. 


Fire Prevention Week is a time when every 
community in the United States and Canada can 
dramatize the need for fire protection and fire 
prevention. To be fully effective Fire Prevention 
Week should be utilized as the starting point for 
year-round fire prevention activity by public of- 
ficials—in the schools—in the factories and stores 
—by the Fire Prevention Committee of the Cham- 
ber of Commerce and by all civic organizations 
working for the betterment of the community. 





THE 


aF-Co-Merrr 


CARBON MONOXIDE INDICATOR 


Winter greatly 
increases Car- 
bon Monoxide 
Hazards. Are 
you equipped to 
make accurate 
inexpensive Car- 





bon Monoxide 
checks? The SAF-CO-METER offers a fast, simple, inex- 
pensive, dependable method of testing air for carbon 
inexperienced person can 
Complete 
unit, including sturdy metal carrying case, weighs only 


monoxide content. Even an 


make a complete test in less than one minute. 


20 ounces and can be carried in coat pocket. Detector 
Tubes are manufactured under U. S. Secretary of Com- 
merce License. Low cost of instrument and tubes permits 


making frequent test in hazardous areas. 


SAF-CO-METER Complete 
Tubes, only $30.00. 


Unirep STATES SAFETY SERVICE Co. 


KANSAS CITY 6, MO.+ BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 


in case with 12 Detector 











NEW! 
The Improved 
Dual Purpose 


SANI-SPRAY a 


That Cleans and Fog-Proofs GLASSES and GOGGLE 


Above is Illustrated the simple push button operation of the 
compact SANI-SPRAY Goggle Cleaning Station. Atomized Fog 
Proofing SANI-SPRAY is ejected through orifice onto lens. 
Lens is then wiped clean with individual tissue supplied from 
bottom of case. 
Safety engi st 
and i 






d SANI-SPRAY as the most practical 
g station for ALL types of glasses and 








goggles. 

SANI-SPRAY is a profitable investment that saves you man 
hours . . . increases your plant efficiency . and lessens the 
liability to accidents. 

See this time saver step-up morale in your plant. Install SANI 
SPRAY Fog Proofing Fluid and Goggle Cleaning Stations 
Write today! Find out how SANI-SPRAY can work for you 
No obligation. Complete details sent promptly 


INVENTED BY OPTICIANS 
TO SOLVE A PROBLEM 
COMMON TO 
INDUSTRIAL PLANTS 


ALLEN OPTICAL COMPANY 


17 ALLEN ST. © BUFFALO 2, N. Y. 
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FOR SAFE FOOTING 


This one-piece electroforged steel 
“material” is furni to your 
specifications—cut to fit any 
shape or area. Installation is quick 
and sure—requiring only simple 
clips supplied with order . . . Safe 
footing at all times is assured by 
twisted cross bars . . . Admits 
maximum amount of light and air 
. . « Only maintenance is an 
occasional coat of paint . . . For 
safety’s sake, mark your grating 
specs—“Blaw-Knox”’. 


BLAW-KNOX DIVISION 
of Blaw-Knox Company ~ 
2109 Farmers Bank Bidg. 

Pittsburgh 22, Pa. 
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INDUSTRIAL PRODUCTS COMPANY DIOWOL PHARMACAL COMPANY ry Vitné 
2830 N. FOURTH STREET - PHILADELPHIA 33, PA. Kalamazoo 11, Michigan GUARD 





“For SLOW AND 
NON-HEALING WOUNDS THE GUARD REMEMBERS! 


and in Industrial 


BURN CASES 


DHOOM | 









IPCO PUNCH 
PRESS FEEDER 


A speed-up tool for lifting, 
feeding and positioning blanks 
of metal and other materials in 
stamping machines and die 
presses without inserting the 
hands or fingers within the dan- 
ger zone. 
Used for separating sheets, 
transferring from piles or stacks 
+» many other uses on 
all non-porous materials, 





Dionol Ointments melt at body 
temperature for almost im- 
mediate effectiveness. 











Here's protection against those 

forgetful moments when tragedy 

lashes out to claim its toll. 

The Junkin Safety Guard is effective 
» dependable. It can't "forget" 

because it's built in... actually be- 

comes a part of the press itself. 

That's how Junkin is helping thousands 

of satisfied users set up better safety 

records ... higher production records. 


















Write For This New Bulletin 
Uf you would like the facts about 
lunkin Safety Guards, write 
us. There’s no obligation. 
JUNKIN SAFETY 
APPLIANCE CO., INC. 
930 WEST HILL STREET, 











afely Equipme ni for all InduAtruer 








Write for samples 






LOUISVILLE, KENTUCKY 


































Weight 
Length 








‘ fr 2 e o>) 
} - ¢ 
‘Forge w— Engineering /. 


P. 
SAN PEDRO 





THIS NEW 
self-locking safety hook features a 
positive locking finger that cannot 
be accidentally dislodged from its 
closed position. A manually operated 
spring-held trigger swings the catch- 
ing finger into open position. Hook 
may be used anywhere that a safe 


11 oz es . : : 
Vy" positive readily released coupling is 


maven: Neo needed. Now available in 1,000 |b. 


(to clear '/2”) . Pe 
Capacity: 1000 Ibs capacity only. 
Nickel Plated-Drop 

Forged Steel 









\ 


©. BOX 150 CALIFORNIA 


Marke Rite Says: 









UNIVERSAL MFG. and SALES COMPANY 


DEPT. 109H, 8716 S. SANTA FE © SOUTH GATE, CALIF. 















JL redace he > | 

(_ Paint Safety Lines with 
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Use lines to designate danger zones, 
no smoking areas and congested arteries. 
Keep men out of paths of traveling 
transports, overhead cranes, other mobile 
equipment which can cause accidents. 

A Mark-Rite marking machine applies 
sharp lines quickly at low cost. Both 
power spray and gravity flow models 
are available. Whether yours is a large 
or small plant there’s a Mark-Rite to 
meet your requirements. Write for 
literature and complete details! 
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“The boss bought one of those new 
HILD Floor Machines with all the special 
attachments. I can use it to scrub, wax, 
polish, buff, sand, steel-wool or grind any 
floor in the place. 

“What I really like about the machine 
is the time it saves. Now I can get around 
to do ALL the jobs that need doing. It’s 
easy because the machine moves so fast. 
And then, too, the brush attachment for 
scrubbing makes a big difference. They call 
it a Shower-feed Brush. It showers an even 
spray of soap solution onto the floor 
beneath the entire area of the brush. This 
provides a larger area of suds action... 
instantly. And this speeds up the scrub- 
bing job. 

“And the machine is so easy to operate 
that you don’t get half as tired. That’s 
because the HILD Machine is self-pro- 
pelled and action-balanced. 

“But it’s not only that the job is easier. 
It’s a real satisfaction to do a job well. And 
this machine does just that. Yessir! I’m 
sold on HILD. And I’m sold on my job 
now, too.” 


Write today for 
FREE circular. 


HILD FLOOR 
Machine Co. 
‘Dept. OH-10 


- Chicago 6, Itlinois 
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749 W. Washington Bivd. 





INDUSTRIAL FLAMEPROOFING 


From Page 38 








of flexibility, discoloration, fading, 
crocking and salting out of certain 
chemicals must be taken into ac- 
count when formulating a flame- 
retardant compound or selecting one 
for use. When a theater owner in- 
vests from ten to twenty dollars per 
yard in fine velour or velvet drapes 
he doesn’t want them falling to 
pieces within a few months, nor does 
he want them to look old and faded 
by the end of the first year. There 
are cases on record in this State 
where non-approved chemicals re- 
crystallized and made dark coloured 
drapes appear dusty and dirty. From 
this it is easily understood that the 
citizens’ interests must be protected 
if these fire safety statutes are to 
remain in effect. As for lasting 
quality, all interior compounds are 
required to withstand at least one 
dry cleaning without losing their 
effectiveness as a flame-retardant, 
however, since the majority are 
water soluble they are removed by 
laundering. There are curtains and 
drapes in use today which after five 
years’ service retain their flame- 
retardant quality. Another factor to 
be taken into account is that of tox- 
icity. Both the chemical compounds 
and fabrics or materials treated with 
them are restricted as to toxicity. 
Chemicals may not be poisonous or 
irritating to the skin or lungs during 
application. The vapors given off by 
treated materials when subjected to 
an open flame may not be more toxic 
or irritating than the untreated fab- 
ric similarly exposed. 


Treating Canvas 


Canvas for exterior use has a 
longer life where it is treated with 
State approved flame-retardant com- 
pounds since it is protected against 
sunlight by the pigments which are 
part of State approved flame-retard- 
ant compounds. It is a general prac- 
tice of the industry to include water 
repellent additives which lengthen 
the effective life of the flame-retard- 
ant compound. The result is an end 
product so far superior to ordinary 
canvas treated with paraffin dis- 
solved in gasoline to make it water- 
proof that showmen have welcomed 
the change as one for the better. 
Their tents cost from one to eighteen 
thousand dollars and their entire in- 
vestment was formerly jeopardized 
by every smoker whose discarded 
cigarette was a potential threat of 
destruction by fire. 

Techniques of application are of 









































@ The doctor in charge of our 
PLY laboratory and his entire 
staff of chemists and medical con- 
sultants who are specialists in 
dermatitis and nothing else are 
at your disposal to help in diag- 
nosing your skin irritation prob- 
lems. They not only will diagnose 
your trouble, but they will rec- 
ommend a suitable PLY preventa- 
tive even if it means making up 
special formulas. 


THIS SERVICE IS Pree 


You’re not going to receive a bill for 
































this service —it’s absolutely free even if 
one of our field investigators has to 
make a plant analysis. We feel that by 
helping you, we're increasing our own 
knowledge of conditions which lead to 
skin irritation and thereby we’re increas- 
ing the scope and field for PLY. 


TO AVAIL YOURSELF 
OF THIS SERVICE... 


Write us describing as minutely as pos- 
sible materials handled, exposure, and 
any other data you consider pertinent. 
If we need samples of material or addi- 
tional information we'll request it. 


Free 


Ask for a copy of 
The Answer to In- 
dustrial Dermatitis,’ 
the only reference 
book of its kind. 
Free sample of PLY 
furnished if you 
supply data on 
exposures. 









Manufacturers of PLYCLOVS (Plastic 
Coated) and PLY-CARB Plastic Safety 
Clothing 


THE 


MILBURN Co. 


3202 £. Woodbridge, Detroit 7, Mich. 





































when you 
protect your 
workers with 


OLYMPIC 
GLOVES 


This welder’s gauntlet (No. 5543S) 
features Olympic’s famous one-piece 
back construction. Chrome split leath- 
er especially tanned for heat resistance 
. . . Shrinkage-proof . . . inside back 
of hand and back of fingers lined with 
heat-insulating wool fabric . . . thumb 
seam reinforced with leather welt. For 
men and women. Remember Olympic 
has a glove to fit every job! 


Send for Illustrated 
Catalog of Safety Work 
Gloves, Finger Protec- 
tors and Safety Ap- 
parel.. 


OLYMPIC GLOVE COMPANY Inc. 


95 Madison Ave., Dept. 16, New York 16,N.Y 











1933 SCM 


JUST ONE OF 
THE 1933 SERIES 


STOCK 
EMBLEMS 


1933 Series — 114” diameter, hard 
glazed enamel, heavily gold plated pin 
and safety lock catch, $9.00 doz. (plus 
Fed. tax). Over 35 safety-minded titles 
to choose from. 


Write for Catalog of Service 
and Safety Emblems Today! 


Visit Our Booth 119, 
National Safety Exposition 


CLARENCE WILLIAMS 


Williams Jewelry & Mfg. Co. 


Silversmiths Bidg. 10 S. Wabash Ave. 
Phone CEntral 6-5018 Chicago 3, Ill. 

















utmost importance, since a compe- 
tent applicator of flame-retardant 
chemicals can get better results with 
a relatively poor compound than an 
inexperienced applicator with a reg- 
istered chemical. An efficient flame- 
retardant applicator must first be 
able to identify the particular fabric 
he is called upon to treat in order 
that he may select a registered flame- 
retardant compound approved for 
treating that particular kind of fab- 
ric. Certain chemicals are approved 
for use only upon cotton fabrics, 
while others may be used to treat 
mixtures of rayon and cotton, wool 
and silk or rayon as both viscose and 
acetate. The ‘add-on’ or net weight 
increase when dry after treatment, 
varies with different fabrics, and a 
light weight fabric requires a heavier 
percentage ‘add-on’ than a heavier 
weight piece of the same kind of 
material. 


The applicator needs also to under- 
stand techniques of fabric process- 
ing, since fabrics for interior use are 
treated with water soluble chemical 
compounds. Even State approved 
chemicals which have been tested 
and registered for the treatment of 
interior fabrics can be misapplied. 
Too light application results in fail- 
ure to obtain the required flame re- 
tardancy, and conversely, too heavy 





BETTER FOOT 
PROTECTION 
with 









DAVENPORT 
WOOD SOLE SHOES 


Especially designed for use where ordinary 
safety shoes do not afford enough protection. 
Wooden soles provide sure footing on damp, 
slippery floors and protection on hot, rough 
surfaces. Comfort is built in. Available with 
safety toe. Styles for men and women. Also 
line of shower sandals—ready to ship! 


® All these features @ 


1. Uppers fastened to soles with con- 
tinuous wire and coppered staples. 

2. Vamp crimped for perfect fit. 

3. Rivet reinforced. 

4. Thick felt insoles. 
FREE! Complete catalog showing all styles of 
Davenport Wood Sole Shoes. Write today for 

your copy. 


F. J. STAHMER SHOE CO. 


2408 BOIES AVE. 


DAVENPORT, IOWA 











YOU TRY IT FREE! 
NEW 


TORNADO* 


FLOOR MACHINE 


Fast-Thorough 
Easy-to-Use 


Does all floor 
maintenance work 





A new, scientifically 
designed _ all-purpose 
fioor machine which 
does better work, is 
correctly balanced for 
rapid performance, is 
easily controlled and 
handled, and is ad- 
justable to any size of 
operator. Quickly dis- 
assembled for storage %% 

and transport. oe 
Write today for details of our Free 
Trial Offer which enables you to try 
this better floor machine in your own 
building under your own conditions. 
Only Breuer makes this Free Trial Of- 
fer. *Trade Mark Reg. U.S. Pat. Off. 


a 


BREU ERELECTRIC MFG. CO. 


5130 Ravenswood Avenue 
Chicage 40, Illinois 
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WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES 


STANDARD SIGNS, INC. 
3198 E. 65% ST,» CLEVELAND 4, OHIO 
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application results in stiffening the 
fabric unduly. This impaired flexi- 
bility results in poor draping quality 
and the fabric may actually break in 
service. This breaking is not due to 
rotting, but is the result of mechani- 
cal shearing of fiber against fiber in 
the cloth. 


Contrary to popular belief, im- 
mersion or saturation is not always 
the best treatment in order to insure 
efficient results. If yardage goods is 
immersed and the ‘add-on’ then con- 
trolled by means of properly ad- 
justed rollers, it is possible to achieve 
satisfactory flame resistance, but 
where fabric is made up into drapes 
and curtains prior to treatment with 
a flame-retardant compound, spray 
application is generally best. The 
selection of a single or double line 
gun depends upon several factors 
such as the particular fabric, the 
chemical selected, and the situation 
with regard to air currents, temper- 
ature, etc. The skilled applicator 
takes precautions to protect floors, 
walls, ceilings, furniture, etc., when 
doing on-location work, just as does 
a competent painter. 


When fabrics intended for interior 
use are properly treated with a 
flame-retardant chemical, there is no 


visible evidence of the treatment, 
nor can the fact of treatment be de- 
tected by the ‘feel’ or ‘hand’. After 
the vehicle carrier evaporates, there 
is no odor though a slight taste re- 
action can be elicited from certain 
chemicals by contacting the mate- 
rial with the tongue. In short, 
properly treated fabrics are un- 
changed in appearance by flame- 
retardant treatment, and are merely 
increased in weight and rendered 
resistive to combustion. 


Fire prevention has advantaged by 
the arts and sciences bringing to it 
many new devices, improved tech- 
niques, added skills and knowledge. 
Among these the flame-retardant 
treatment of fabric is outstanding in 
that it removes from the industrial 
and commercial scene many of the 
combustible materials which here- 
tofore have bred those fires, so de- 
structive to human life and property, 
whose beginning was no greater than 
a single match or discarded burning 
cigarette. 


A free list of these tested approved 
flame-retardant chemicals registered 
by the California State Fire Marshal 
may be obtained by writing to: State 
Fire Marshal, 1106 South Broadway, 
Los Angeles 15, California. 








Strong, flat- 
welded iron hinge 
provided on each 
side to keep sign 
spread when in 
use. Holder at 
center of top for 
mounting danger 
flag. Made to 
stand rugged 
service. Other 
stock wordings 
available to meet 
your needs. 


Write for 






. PORTABLE 
DANGER 
SIGN 


STAYS IN 
POSITION ON 
ANY SURFACE 

* 
SAME 
READING ON 
BOTH SIDES 


B 
ATTRACTIVE 
AND 
DURABLE 
* 

FOLDS | 
COMPACTLY 
FOR STORING 


Bulletin M-109B. 


INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET - PHILADELPHIA 33, PA 








OIL-SPUNJ 


Dry 
Cleans 


GREASY, OILY, 
SLIPPERY 
FLOORS 









new und hi 


IMPROVED 
3 WAYS! 


] Covers more floor... increased 
bulk goes farther. 


? Absorbs more soluble oil, higher 
saturation point. 


3 Absorbs more lube oil and greases 
+. more economical. 


Send for sample and literature. 
194 








CANFIELD OIL COMPANY 


Genera ffices Cleveland 4 Ohio 


nacre ra tvtlan MIO JENSET CITY 
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The D. & M. Automatic 
Punch Press Guard 


SAFETY AT LOW COST 


Prices Range From 


$24.00 to $32.00 


Catalog 


D. & M. GUARD COMPANY 


836 REVERE AVE. 
North Tonawanda, New York 
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DISPENZA 
SAFETY 
LEG BAND 
PANTS GUARD 


USED DAILY BY THOUSANDS TO 
PREVENT UNNECESSARY ACCIDENTS 


THE 


Constructed with pure rubber and 
rust-proof metal clips, snugly holds 
workers’ pant cuffs and coat sleeves 
around ankle and wrist. 


The use of these bands has _pre- 





vented costly 


tries for many years. 


company wit 
on your letterhead. 





7 


throughout the mining, public utility, 
railroad, construction and steel indus- 


Always use “Dispenza Safety Bands’’ 

for greater safety in every industry. 
A sample od will be sent to your 
out charge if requested 


HELMERICHS SUPPLY COMPANY 


ACCIDENT PREVENTION EQUIPMENT 
12207 Euclid Avenue, Cleveland 6, Ohio 
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THE KENNEDY VICTORY CAP 


The Kennedy ‘‘Victory’’ cap 
the hair—all the time 





aprons, caps, arm protectors, and 


Specialists in safety equipment, 
gloves. 





WRITE DEPT. OH FOR COMPLETE 








INFORMATION 


V. E. KENNEDY CO. 


5004 W. BURLEIGH STREET 
MILWAUKEE 10, WISCONSIN 








Up in the air with 
COMFORT 
CONFIDENCE 
AND SAFETY . 








BUCKINGHAM | 


Industrial 
Safety Seat 


Greater freedom of move- 
ment . . added com 
fort and sure 
protection against falling 
from the seat, whether 
conscious or not Rig 
gers, painters, mainten 
ance men have all these 
advantages in the BUCK 
INGHAM Safety Suspen 
sion Seat 

Hand-Forged steel hook 
carries load. Rigid wood 
seat eliminates binding 
and constriction encoun 
tered in rope or strap 
slings 

Chest harness prevents 
toppling from seat. Safe 
ty cord keeps body in 
approximate normal posi 
tion if control is lost 
through sudden _ illness, 
accident, sun stroke or 
gas fumes 


Even if rendered unconscious, man is held in 
seat so that he can be raised or lowered to 
safety 

Write for full information 


BUCKINGHAM MANU 
29-31 Travis Street 


con 5) i], [eteloma, [en 
Binghamton, N. Y. 
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PLAYING WITH FIRE 
From Page 51 





tests or not—the Laboratories have 
no financial interest in the outcome. 

Underwriters’ Laboratories, Inc. 
was started in 1894 and supported 
for many years by the nation’s capi- 
tal stock fire insurance business, 
but is now a nonprofit, self-support- 
ing organization. It serves as the 
official testing station for the Na- 
tional Board of Fire Underwriters. 

Sometimes manufacturers bring in 
early designs of a device to discover 
just what needs to be done to make 
it safe and to obtain the “UL” listing. 
Nearly half of all products tested fail 
to measure up to the high standards 
the first time. Many of these are 
then improved by the manufacturer 
until considered safe by the engi- 
neers. More than 375,000 products 
have been found acceptable for 
listing. 

In the years since its founding 
more and more people have learned 
to “look for the Underwriters’ 
label.” 


The new furnace represents one 
more significant advance in the con- 
tinuing battle against fire. Scientists 
in the laboratory are confident that 
the blaze in the furnace can prevent 
many future blazes in factory build- 
ings, hotels, and homes. 








SPECIALIZING IN “BETTER-BUILT” 


HEAD AND EYE PROTECTION 


FOR OVER 25 YEARS 


* There is a DOCKSON 
distributor near you 
Name on request 
Write for our com- 

plete safety. equip- 
ment catalog 
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PRODUCTS I WANT TO SEE 
AT THE SHOW 


ACME PROTECTION 
EQUIPMENT CO. 
Booth 71. 

GAS MASK. 


Use Center Column For Your Notes 





Booth 71 


Comments J} 








The Acme No. 6 face piece is an 
entirely new and revolutionary piece 
of safety equipment. It will be 
shown for the first time at the Show 
and promises “triple utility” from 
one face piece. Many other new fea- 
tures make this gas mask a “must” 
to be shown at the show. Visit 
Acme’s booth, or fill in the special 
O.H. card for further information. 


AMERICAN ALLSAFE CO. 
Booth 43. 
SAF-T-VOX. 


Saf-T-Vox .(the electronic voice 
of safety) is the new small, compact 
unit for the recording and reproduc- 
tion of safety messages — enabling 
the safety man to deliver his verbal 
warning at the danger point before 
the danger moment. Saf-T-Vox em- 
ploys a simple mechanism for han- 
dling a magnetic tape on which the 
message is recorded, an amplifier, a 
loud speaker and a starting trigger. 
Messages are changed quickly and 
easily in a single operation. Visit the 
American Allsafe booth or fill in the 
special O.H. card for further infor- 
mation. 








Booths 79-81 


Comments | 


AMERICAN OPTICAL CO. 
Booths 79, 80, 81. 








Booth 43 


Comments | 








SAFETY EQUIPMENT 

For over 112 years American Op- 
tical Co. has pioneered in the devel- 
opment and manufacture of products 
to aid and protect vision. The same 
care has gone into their selection and 
development of respirators and safe- 
ty clothing. This year A.O. will show 
their complete line of safety equip- 
ment with special emphasis on two 
very new respirators and one new 
line of metal goggles. Visit the 
American Optical booth or fill in the 
special O.H. card for further infor- 
mation. 


ANSUL CHEMICAL CO. 
Booths 92, 93. 

DRY CHEMICAL 

FIRE EXTINGUISHERS. 

The Ansul 4 Dry Chemical Fire 
Extinguisher is approved by Under- 
writers’ Laboratories, Factory Mutual 
Laboratories, Interstate Commerce 
Commission and Civil Aeronautics 
Commission for use on flammable 
liquids and electrical fires. This small 
extinguisher provides the ideal light- 
weight fire protection for trucks, 
planes and industrial hazards. 
Weighing 10 lbs. fully charged, it can 

















Booths 92-93 Comments 4 





















be re-charged immediately after use. 
Needs no periodic re-charge. Visit 
Ansul’s booth or fill in the special 
O.H. card for further information. 


BAUSCH & LOMB OPTICAL CO. 
Booths 51, 52, 53. 
SAFETY GLASSES. 





widths. Visit the Bausch & Lomb 
booth or fill in the special O.H. card 
for further information. 


JOHN H. BRECK, INC. 
Booth 100. 
PROTECTIVE HAND CREAMS. 





Booth 100 





Comments J 












Booths 51-53 v 










































Two new acetate-frame safety 
glasses, designed especially for use 
where explosion or spark hazards are 
present will be unveiled at the B. & L. 
booth this year. The models, identi- 
fied as Y-40 and Z-79, are similar 
except that the Z-79 is equipped 
with acetate side-shields, perforated 
for ventilation, to prevent flying 
particles coming in oblique directions 
from reaching the worker’s eyes. 
Both feature acetate frames which 
will not support combustion. Both 
models are equipped with glare pro- 
tection Ray-Ban lenses. These lenses 
are heat treated for impact resist- 
ance, both models featuring large 
acetate nose pads, and Ful-Vue con- 
struction. The Y-40 model, without 
side shields, comes in 5 different 
bridge widths, the Z-79 in 3 bridge 
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Booths 72-74 Comments ¥ 








The new dispenser for use on the 
pound jar of Breck Ph7 Protective 
Cream will save’ time for the work- 
er. By pressing the top of the dis- 
penser, Breck Protective Cream is 
easily deposited in the palm of the 
hand. Use of the dispenser promotes 
cleanliness and avoids waste in dis- 
pensing Protective Cream. It will 
save time, in that there is no jar 
top to remove and replace. Breck 
Protective Cream may be smoothed 
onto the face, arms, and hands 
where it will act as a protective film 
against irritants such as cutting 
compounds, petroleum _ solvents, 
pitch, tar, cooling lubricants. Breck 
Protective Cream is easily removed 
at the end of a day’s work with 
soap and water or with mild Breck 
Hand Cleaner. Visit the John H. 
Breck, Inc. booth or fill in the 
special O.H. card for further in- 
formation. 


CHICAGO EYE SHIELD CO. 
Booths 72, 73, 74. 
SAFETY GOGGLES. 








Advanced design in the new Cesco 
545 style goggles now brings greater 
safety and more comfort for your 
workers. The goggle cups, molded 
of sturdy, lightweight thermoplastic, 
are carefully designed to fit the in- 
dividual left and right eye orbits. 
Simplified bridge adjustment for the 
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correct fitting of all faces, and two- 
way ventilation are major safety and 
comfort features. These, plus Com- 
fort-King Headbands which permit 
30% less tension, result in the un- 
equalled comfort of the 545 style 
goggles. Visit Cesco’s booth or fill in 
the special O.H. card for further 
information. 


IRON AGE DIV. 


H. CHILDS & CO. INC. 
Booth 67. 
IRON AGE SAFETY SHOE. 





Booth 46 


Comments } 


holder, this equipment is adaptable 
to all heavy duty marking require- 











Booth 67 


Comments 4 











Iron Age this year will display an 
entirely new _ style safety shoe. 
Named the “HI-LO” and carrying 
stock number 600, this latest advance 
in safety footwear is an adaptation 
of a highly popular military pattern. 
It combines the freedom and foot 
ease of an oxford with the support 
and added protection of a high shoe. 
No. 600 is made with one-piece moc- 
casin vamp, “no-seam” quarter and 
full gusset. Sole and heel are oil- 
resistant Neocord. The soft, pliable 
elk uppers are finished in a rich tone 
of cordova. brown. Visit the Iron 
Age Booth or fill in the special O.H. 
card for further information. 


M. E. CUNNINGHAM CO. 
Booth 46. 
SAFETY MARKING TOOLS. 


Featured in this display will be the 
M. E. Cunningham Plate and Pipe 
Marking Holders. Weighing 50% 
less than the regular steel stamp 
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ments. This new lightweight alu- 
minum holder is easier to operate 
than heavier steel-fabricated holders, 
and yet affords the same degree of 
ruggedness, dependability and long 
service life. Holders are designed 
with flat bottoms and replaceable 
metal “feet” which enable them to 
be carried along hot steel plates 
without damaging stamps. Holders 
are made in any size or style. Top 
side has rounded ridge along all 
stamp holes to resist any foul ham- 
mer blows. Visit the Cunningham 
booth or fill in the special O.H. card 
for further information. 


DAVIS EMERGENCY 
EQUIPMENT CO. INC. 
Booths 75, 76. 
WARNING LIGHTS. 

This year Davis Emergency Equip- 
ment Co. is featuring a completely 
new line of battery-operated warn- 
ing and utility lights with greater 
visibility, longer service life and 








Booths 75-76 Comments J 


higher brilliance. Also featured at 
the Davis booth will be a new “First 





Aid for Burns Americaine,” an oint- 
ment which includes several remark- 
able features. It provides rapid, 
effective and prolonged relief from 
pain; is water soluble so that it may 
easily be removed; and also prevents 
and controls surface infection. Visit 
the Davis booth or fill in the special 
O.H. card for further information. 


DOCKSON CORP. 
Booth 140. 
SERIES 


1180 EYE SHIELD. 





Booth 140 





Comments J} 





An improved item in the Dockson 
Head & Eye Protection line is the 
Series 1180 Eye Shield. Designed 
especially for uSe in acetylene weld- 
ing and cutting operation, the 1180 is 
comfortable as well as practical. The 
shield does not touch the face, but is 
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supported entirely by the Slide-Flex 
headgear that allows easy raising 
and lowering of the shield and holds 
it at any desired adjustment. Two 
face-distance adjustments are pro- 
vided. The headgear has replaceable 
head cushions and sweat pad. The 
lens holder is of a special compound 
for easy replacement of plates. The 
complete device is surprisingly light 
in weight and sturdy. Visit the 
Dockson booth or fill in the special 
O.H. card for further information. 


EDMONT MFG. CO. 
Booth 36. 
PROTECTIVE GLOVES 





Featured in their complete line of 

















coated work gloves will be Edmont’s 
new ‘“Redmont” glove. Extra-heavy, 








red Neox coating is chemically 
welded to a strong fabric base, 
achieving a glove said to be snag 
and tear-proof, 25% longer wearing, 
and complete protection against 
liquids, acids, solvents, caustics, oils 
and greases. Construction assures 
comfort and free action. Fingers 
molded to natural curvature. Five 
styles—elbow, 14”, and 12” gauntlets, 
10” safety cuff, and knitwrist. Other 
Edmont Gloves include plastic and 
natural rubber coated—permit se- 
lecting the best type for specific 
handling conditions. Visit the Ed- 
mont booth, or fill in the special O.H. 
card for further information. 





FINNELL SYSTEM, 
Booth 57. 
COMBINATION SCRUBBER- 
VACUUM FLOOR MACHINES. 
The FINNELL COMBINATION 
SCRUBBER-VACUUM shown above 
is a self-propelled machine for use 
on large-area floors. This machine, 
with one or two operators, can do a 
cleaning job better in half the time 
it takes a crew of six to eight using 


INC, 
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separate equipment for scrubbing 
and picking up. A complete cleaning 
unit all in one, this combination ma- 
chine applies the cleanser, scrubs, 
rinses if required, and picks up. Has 
a cleaning capacity up to 8750 
square feet per hour. Visit the FIN- 
NELL booth and see their complete 
line of portable machines or fill in 
the special O.H. card for further in- 
formation. 


GRO-CORD RUBBER CO. 
Booth 126. 
NEO-CORK SOLE. 





The Gro-Cord Rubber Company, 





Booth 57 Comments y 
Booth 36 Comments J} 
Booth 126 Comments J} 





of Lima, Ohio, announces their new 
Neo-Cork sole. This sole is the result 





of popular demand by shoe manu- 
facturers and long, careful research 
and development. Neo-Cork is the 
successful combining of DuPont Neo- 
prene and cork, creating an indus- 
triai sole that is oil resistant, shock 
absorbant, slip resistant, and insu- 
lates the feet against heat and cold. 
Neo-Cork soles are available in 
either brown or black. Visit Gro- 
Cord’s booth or fill in the special 
O.H. card for further information. 
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HILD FLOOR MACHINE. 
SHOWER FEED FLOOR 
SCRUBBING 

Booth 130. 


co. 














contains no alkali, mineral acids, 
water, benzol or carbontetrachloride. 
No neutralization or after-rinsing is 
required and it will not raise the 
grain of the wood. KURL«OFF’s 
non-corrosive, non-staining action is 


























Booth 130 Comments absolutely safe on all wood surfaces, 
and it cannot burn or explode. Visit 
the Hillyard booth or fill in the 
special O.H. card for further infor- 
mation. 

INTERNATIONAL SHOE CO., 
HY-TEST DIV. 
Booth 109. 
HY-TEST 
SAFETY SHOES. 
Oily, slippery, dangerous factory 
floors come clean faster . . . with 
lower soap and labor costs... when 
scrubbed by the Hild Shower-feed 
System with Vacuum Pick-up. The 
patented Hild Shower-feed Brush 
distributes scrubbing solution effi- 
ciently on the floor. Dirty scrub- Booth 109 Comments + 
soap solution is efficiently picked 
up by the Hild Portable Vacuum 
Machine equipped with special 
double-bladed rubber squeegee. 
Floors dry completely in just a few 
mcenitte > as clean, streakless and The Hy-Test booth this year will, 
slip-safe. Suction-drying lifts dirt ‘ 
onl telttine cot of cake, The as usual, feature the complete line of 
same Hild-Floor Machine is also Hy-Test safety shoes. Highlighted, 
used to “dry-scrub” grease-caked however, will be their Men’s Black 
factory floors ... and to wax, polish, Glove Blucher, Plain Toe Safety 
buff, sand, grind or steel-wool floors Shoe. The sole and heel are black 
of all kinds. See demonstration in Neo-Cord. The shoe is adaptable to 
the Hild Floor Machine Co. booth steel mill use but due to its plain 
or fill in the special O.H. card for toe construction and oil resistant 
free book. bottoming features the shoe has 
many diverse uses in various in- 
dustries. Visit the Hy-Test booth or 
HILLYARD CHEMICAL CO. fill in the special O.H. card for fur- 
Booth 20. ther information. 
PAINT-VARNISH REMOVER. 

Booth 20 Comments HUNTINGTON 
LABORATORIES, INC. 

Booth 11. 
GERMICIDE 
Booth 11 Comments 





KURL-OFF is the trade name of a 
quick-acting, non-flammable new 
varnish and paint remover to be fea- 
tured at the Hillyard Chemical booth 
this year. A clear, colorless liquid, 
KURL-OFF lifts stubborn paint and 
varnish with astounding speed. It 
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The Huntington booth this year is 
featuring a new, improved all-pur- 
pose germicide said to kill germs 
quickly, yet ‘leaving no disagreeable 
odor, nor does it irritate the skin. 
San Pheno X is capable of doing 
every sanitizing job in the plant 
building at the same time leaving in 
its wake a fragrant odor much like 
spring fresh apple blossoms, accord- 
ing to the manufacturer. Visit the 
Huntington booth or fill in the special 
O.H. card for further information. 


KEYSTONE VIEW CO. 
Booth 28. 

OCCUPATIONAL VISUAL 
SERVICE. 





The Keystone View Company will 
exhibit its new OCCUPATIONAL 
VISUAL SERVICE, the Keystone 
Overhead Projector, and the Key- 
stone Tachistoscope. Of chief interest 
will be the Visual Service, which has 
proved itself invaluable in numerous 
plants by making substantial in- 
crease in employe efficiency. Labor 
turnover, and accident rates, are 
sharply reduced by periodically test- 





Booth 116 





Comments | 





Kimball line of FACE-FIT Metal 
Goggles. This metal framed goggle 
is equipped with large, self-adjusting 
nose pads. Very popular because of 
its neat, streamlined appearance. 
These goggles come in three lens 
sizes and various nose bridge widths. 
Tinted and hardened lenses as de- 
sired. Visit the Kimball booth or fill 
in the special O.H. card for further 
information. 


WALTER G. LEGGE CO., INC. 
Booths 37, 38. 
ANTI-STATIC DEVICE. 








Booths 37-38 Comments ¥ 








ing the eyes of every employe, assur- 
ing the discovery of losses in visual 


Booth 28 


Comments J} 








efficiency. Such periodic testing has 
been made practicable by the speed 
and ease of the Keystone screening 
tests—take only 34% minutes. With- 
out haste or fatigue, operator can 
test 100 employes in 8-hr. day. Visit 
Keystone’s booth or fill in the special 
O.H. card for further information. 


KIMBALL SAFETY 
PRODUCTS CO. 
Booth 116. 


KIMBALL SAFETY GOGGLES. 
The Kimball Safety Products Co. 
introduces at their booth this year 
the above pictured goggle as one of 
their latest additions to the complete 
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A new anti-static device which 
assures effective grounding of per- 
sonnel to conductive floors will be 
introduced this year at the Legge 
booth. Called NOSTAT, the Legge 
device is designed to help drain off 
the large charges of static electricity 
that store up in the human body and 
are often responsible for explosions 
and fires in areas where combustible 
materials are present. A circlet, worn 
on the leg or around the waist, makes 
skin contact. A flexible bead-chain 
connects it to a floor contact button 
which is built into an adjustable 
shoe clamp. Visit the Legge booth or 
fill in the special O.H. card for fur- 
ther information. 


LEHIGH SAFETY SHOE 
Co., INC. 

Booth 87. 

SAFETY SHOES. 


The newest addition to Lehigh’s 
“Executive” line of double-purpose 
safety shoes is this “Navy-Officer” 
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Booth 87 


Comments | 











pictured above and featured at Le- 
high’s booth this year. This hand- 
some plain-toed blucher oxford is 
patterned after the Navy’s dress shoe 
but includes the patented Lock-rim 
steel toe box. Made with single, 
heavy duty leather outersole, rubber 
heel on leather base, grain leather 
innersole, leather counter. The seam- 
less, easy-flexing forepart, plus a 
special, narrow heel combine to make 
an exceptionally comfortable shoe 
for work or dress. Stock No. 1616 in 
russet tan leather; 1617 in black. 
Visit Lehigh’s booth or fill in the 
special O.H. card for further infor- 
mation. 


MEDICAL SUPPLY CO. 
Booths 40, 41. 
FIRST AID SUPPLIES. 





their complete line of first aid equip- 
ment or fill in the special O.H. card 
for further information. 


THOM McAN SHOE CO. 
Booth 117. 
SAFETY SHOES. 





Booth 117 





Comments | 








Booths 40-41 


Comments | 











MEDICAL SUPPLY COMPANY’S 
pictured burn kit includes a spray 
gun and five 4-oz. bottles of Foille 
emulsion. Application by spray is 
quick and gentle—both essential in 


the treatment of serious burns. 
Emulsion is ready mixed so that 
spray can start as soon as the bottle 
cap is removed and the bottle 
screwed to the spray gun. Also in- 
cluded in this kit are various sizes 
of gauze compresses and bandages, 
castor oil, ammonia inhalants, ban- 
dage scissors, etc. Replacement units 
can be ordered as needed. Visit 
MEDICAL SUPPLY’S booth and see 
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The new Thom McAn Moccasin 
SAFETY SHOE (S-4371) is a neat 
combination of easy-walking com- 
fort, smart good looks, assured 
safety. It has an oil resistant leather 
sole and supple, sturdy cordovan 
color upper leather. Visit the THOM 
McAN booth and see their many 
other types of safety shoes or fill in 
the special O.H. card for further 
information. 


THE MILBURN CO. 
Booth 59. 
PLYGLOVS 





Booth 59 





Comments 








A recent addition to this company’s 
previously established PLY-GARB 
protective clothing and PLY creams 
for prevention of industrial derma- 
titisistheirnewline of PLYGLOVS, 
a chemically coated cotton glove 
which is impervious to all acids, 
alkalis, petroleum solvents, in fact 
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real working comfort in climbing 
and any liquid except plastic sol- 
vents. This new line of gloves is said 
to be tough as iron. The manufac- 
turer claims they will outwear four 
pairs of synthetic rubber gloves on 
the same job, are odorless, will not 
become tacky, have greatest abra- 
sive resistance by actual Tabor test, 
and will not stiffen under cold tem- 
peratures. PLYGLOVS are available 
in seven different styles to meet 
practically all working conditions. 
Visit Milburn’s booth to fill in the 
special O.H. card for further infor- 
mation. 


MINE SAFETY APPLIANCES 
co. 

Booths 83, 84, 85, and 86. 
GENERAL SAFETY EQUIPMENT 





Booth 42 Comments J} 











Booths 83-86 Comments J 











Among the new items of safety 
equipment to be exhibited is the 
new MSA Chemox Speaking Dia- 
phragm Facepiece, which permits 
clear and natural voice communica- 
tion in gas or smoke-filled air be- 
tween wearers of the apparatus. This 
new MSA _ Speaking Diaphragm 
Facepiece, which has been approved 
by the U. S. Bureau of Mines, trans- 
mits the mask wearer’s spoken word 
with a resonant natural tone. It is 
voice-powered — requires no wires, 
batteries or magnets—and may be 
adapted for all MSA Gas Masks and 
Oxygen Breathing Apparatus. The 
Speaking Diaphragm allows. the 
wearer to make full use of a tele- 
phone. Visit the MSA booth or fill 
in the special O.H. card for further 
information. 


a 
MICRO SWITCH 
Booth 42. 


MICROTRIP PRESS CONTROL 
MICROTRIP is the famous safety 
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device for actuating power presses 
and is said to increase production 
three ways greater operator 
safety ... less operator fatigue... 
and instant press response. The 
Microtrip control device is an elec- 
trical control specially designed to 
operate punch presses, air presses, 
spot welding machines, and other 
equipment where protection of oper- 
ator demands two-handed actuation. 
Visit the Micro Switch booth or fill 
in the special O.H. card for further 
information. 


MILLER EQUIPMENT CO., INC. 
Booths 144, 145. 
ADJUSTABLE CLIMBER. 





Booths 144-145 Comments 













Miller Equipment Co. will feature 
at their booth this year a climber 
described as being the most scien- 
tifically designed climber on the 
market today. Its new U-channel 
shank design, drop-forged from spe- 
cial steel, provides great strength 
without excess weight. The shank 
has been contoured to insure perfect 
leg fit. The wide foot surface means 
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standing. Rounded spur loops insure 
long wear on climber straps. The 
device features removeable gaff and 
adjustable shank. Visit the Miller 
booth or fill in the special O.H. card 
for further information. 


OCCUPATIONAL HAZARDS 
MAGAZINE 

Booth 63. 

Rendezvous for safety men. Make this 
booth your headquarters. Come in and 
introduce yourself. We like to meet our 
readers! 


OIL-DRI CORP. OF AMERICA 
Booth 148. 

OIL-DRI ALL PURPOSE 
ABSORBENT. 





Booth 127 





Comments J 








Booth 148 


Comments 











OIL-DRI ALL PURPOSE AB- 
SORBENT, a twin product for OIL- 
DRI REGULAR ABSORBENT is be- 
ing featured this year at the OIL- 
DRI booth. OIL-DRI All-Purpose 
Absorbent has rapidly come to the 
fore in the automotive field through 
its ability to prevent the accumula- 
tion of hazardous oil and grease spots 
and oil-and-water “slicks,” and be- 
cause it keeps floors good looking and 
skid proof. It is also widely used by 
repair shops, car and truck manu- 
facturers, breweries, metal working 
plants, chemical plants and many 
other shops, etc., where slippery 
floors are a constant hazard. It is 
non-combustible, non-acid, non- 
abrasive and harmless to hands, 
clothing and shoes. Visit OIL-DRI’S 
booth or fill in the special O.H. card 
for further information. 


G. H. PACKWOOD MFG. CO. 
Booth 127. 
HEAVY DUTY SOAP. 
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PAX-LANO-SAV HEAVY DUTY 
has now been further improved to in 
clude amuch greater quantity of Pax 
Lano-Sav blended emollient. Each 
granule of this famous Pax-Lano- 
Sav product now includes well over 
6% Pax-Lano-Sav emollient, which 
combines a liberal quantity of U.S.P 
anhydrous lanoline and other very 
fine skin normalizers. The new, im- 
proved formula has increased cleans- 
ing action so that pores, skin crev- 
ices, hair follicles and _ fingernail 
cuticle are cleaned better and faster 
Suds-ability has also been developed 
to produce more and longer-lasting, 
cleaner lather. Pax-Lano-Sav Heavy 
Duty contains no synthetic deter- 
gents nor free caustics to de-fat the 
skin. Visit the PACKWOOD booth 
or fill in the special O.H. card for 
further information on this product. 


REECE WOODEN SOLE 
SHOE CO. 

Booth 115. 

REECE ORTHOPEDIC 
WOODEN SOLE SHOE. 





Booth 115 





Comments | 











The Reece Wooden Sole Shoe Co. 
will display at their booth for the 
first time their new ORTHOPEDIC 
WOODEN SOLE SHOE which is 
especially designed to keep workers 
on their feet and on the job in spite 
of foot or toe injuries, or sore feet 
due to athlete’s foot or other dis- 
eases. This orthopedic shoe, with the 
special Reece Rocker Sole, provides 
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proper support (acting as a splint) 
keeping the injured foot immobile to Booth 64 





A recent addition to the Safety 


Comments ¥ first Company’s line of steel toe 





hasten healing. The cool, lightweight 
canvas upper is laced its entire 
length to make for perfect fitting, 
whether the injured foot is heavily 
bandaged or not. Corrugated metal 
foot guard is optional. The shoe is 
easily stocked because there are no 
left or rights, it can be worn on either 
foot. Visit the Reece booth or fill in 
the special O.H. card for further 
information. 


ROSE MFG. CO. 
Booth 45. 
SAFE-H!| LADDER SHOES. 





Booth 45 


Comments J} 











Safe-Hi Ladder Shoes hold se- 
curely on any surface, whether dry, 
soapy, oily or covered with snow 
and ice because they are the only 
shoes with self-sharpening spike 
center. Cord and rubber combined 
in straight ridges across the line of 
slippage helps hold on dry floors; 
cord holds on wet or oily floors. Spike 
is self-sharpening because the outer 
material wears down first, leaving 
the very hard tool steel core protrud- 
ing as an ever sharp spike regardless 
of the amount of wear. Visit the 
ROSE booth or fill in the special O.H. 
card for further information. 


shoes is being featured at the Safety 
First booth this year. This Lace-to- 
Toe shoe is a Brown Elk Blucher 
with “Safirshu” oil and heat resist- 
ing neo-cord sole and heel, steel 
safety box toe with Goodyear welt 
construction. Special features of 
these shoes are solid leather coun- 
ters, soft, pliable chrome elk uppers, 
bellows tongue dirt excluder, full 
sole toe to heel, steel arch support, 
solid leather insole, leather lining 
under steel toe, and safety steel box 
in toe. Visit the Safety First Shoe 
booth or fill in the special O.H. card 
for further information. 


SCOTT AVIATION CORP. 
Booth 21. 
SCOTT AIR-PAKS. 





Scott Air-Paks will be featured at 
the Scott booth this year. These de- 
vices are reducing shut-down time 
and lowering maintenance. costs, 
with greater safety to personnel, in 
hot or toxic atmospheres. Their 
extremely low operating cost; their 
use of pure cool breathing air, (not 





SAFETY FIRST SHOE CO. Booth 21 
Booth 64. 





Comments J 


oxygen) have popularized their use 
with men and management. In addi- 
tion to the Back-Pak, illustrated, the 





SAFETY FIRST SHOES. 





Scott Senior Sling-Pak is available 
for work or inspection, of shorter 
duration. Scott Air-Pak Extension 
Hose Assemblies permit any number 
of men to work safely and comfort- 
ably for unlimited periods, up to 
several hundred feet from the air 
supply. Visit Scott’s booth—No. 21, 
to also see their NEW OXYGEN 
DEMAND INHALATOR or fill in the 
special O.H. card for further infor- 
mation. 


SUGAR BEET PRODUCTS CO. 
Booth 132. 
NEW SOAP DISPENSER. 
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Sugar Beet Products Co. has been 
aggressive in promoting the use of 
their dispensers for portioning out 
powdered soap. This company also 
features its own hand soap or skin 
cleanser which is designed to pre- 
serve normal skin health, even under 
frequent washings. Their Type R 
chrome plated, sturdy shell dispenser 
possesses mounting bracket and steel 
shell solidly built to withstand long, 
steady use. The soap is discharged 
from a feed mechanism in a ring 
shape on the user’s hands. This re- 
sults in a thin layer of soap that 
dissolves rapidly for quick action 
and prevents waste of soap. All 
working parts are easily removable 
from the compact assembly. The 
soap cannot be removed from the top 
of the dispenser. Other features are 
easy maintenance, a theft-proof top, 
a downstroke feed and an agitator 
activated within the shell as the 
soap is used. Visit Sugar Beet’s booth 
or use special O.H. card for further 
information. 


STONEHOUSE SIGNS, INC. 
Booth 129. 

NUMEROUS NEW ACCIDENT 
PREVENTION SIGNS. 

As usual, Stonehouse’s booth this 
year will be filled with a great vari- 
ety of industrial accident prevention 
signs in a great variety of colors and 













A new safety spectacle has been 
developed by United States Safety 
Service Co. and will be featured at 
their booth this year. “SAF-I- 
SPEC” has a one piece lens which 
can be replaced or adjusted instantly. 








Booths 95-96 Comments ) 


Quickly detachable temples may be 
instantly attached to the outside 
edge of the lens, making it possible 








designs and with messages that warn 
of nearly every possible hazard. In- 


Booth 129 


Comments J 








cluded in this array are fire hazard 
Signs, eye hazard signs, electrical 
hazard signs, falling hazard signs, 
elevator hazard signs, machine haz- 
ard signs, etc. Visit the Stonehouse 
booth or fill in the special O.H. card 
for further information. 


UNITED STATES 


SAFETY SERVICE CO. 
Booths 95, 96. - 


SAF-1-SPEC. 
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for the wearer to adjust the temples 
to the position desired to make them 
fit correctly and to be comfortable. 
The lens has an integral molded 
sweat-band patented design which 
gives unusual rigidity. This safety 
spectacle also can be adjusted to 
wear over personal glasses. The one 
piece lens is made from “Optilite” 
a new optical safety plastic which 
meets strict government specifica- 
tions for impact and piercing re- 
sistance. Optically correct, the lenses. 
are available in crystal clear or anti- 
glare green. The manufacturer 
claims that this spec offers maximum 
protection from all impact hazard 
where spectacle type safety goggles 
are recommended and employees are 
accepting them enthusiastically be- 
cause of their extreme lightness, 
comfort and attractive appearance. 
Visit the U.S. Safety Service booth 
or fill in the special O.H. card for 
further information. 


WEST DISINFECTING CO. 
Booths 88, 89. 
LAN-O-KLEEN SOAP AND 
DISPENSER. 


Scientifically designed to dispense 
LAN-O-KLEEN, a double action 
non-caustic powdered soap contain- 
ing a great amount of fee Lanolin, 
the handsome LAN-O-KLEEN DIS- 
PENSER allows a _ predetermined 
measured amount of soap to be dis- 
pensed with a minimum of waste and 
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WILLSON PRODUCTS, INC. 
Booths 107, 108. 
ABRASIVE BLASTING HELMET. 


Booths 88-89 Comments J 














effort. The dispenser is made of 
enameled cold-rolled steel with a 
chrome plated base and embodies 
many important new features. The Booths 107-108 Comments 4 
cleanser itself removes dirt, grime 
and soil by chemical action and not 














by harsh grinding action which Weighing only six pounds, this 
might injure the skin. Visit WEST’S approved (BM1923) Willson light- 
booth or fill in the special O.H. card weight helmet provides for maxi- 
for further information. mum comfort over long periods of 


wear. The latex-covered canvas hood 
is supported by a head gear which : 
is covered by a soft felt, removable 
skull cap, laced for adjustment to any 
THE WILKINS CO. head size. A flannel collar, zippered 
Booth 58. inside the hood and drawn together 
LENS CLEANER. around the neck makes the hood 
dustproof. Metal supports keep the 
front of the helmet away from the i 
face to allow the air stream to ven- 
tilate properly and insure non-fog- 
ging of the lens. Visit the Willson 
booth or fill in the special O.H. card i 
for further information. 




















JUNKIN SAFETY APPLIANCE 
Booth 58 Comments J CO., INC. 

Booth 120 

Designed and developed to pro- PRESS GUARDS. 

mote employee willingness to wear 
eye-protection equipment, K-LENS- 
M Dispenser Cabinets and K-LENS- 
M Lens Cleaner are acknowledged 
leaders in the lens cleaning field. 
K-LENS-M Dispenser Cabinets are 
attractive, all-metal with baked 
enamel finish in white or safety 
green and are equipped with built- 
in panel lock. K-LENS-M Lens 




















Cleaner is fast working, non-inflam- 4 
mable and economical. It does a 

thorough cleaning job in a few sec- 

onds. Removes oil and_ greasy The JUNKIN INTERLOCKING [ 
smudges and leaves no film to collect BARRIER GATE and the JUNKIN ' 
and hold dust and lint. Promotes SWINGING DIE CLOSURE i 
production and efficiency through GUARDS for power presses will be [ 
clear vision. Visit the WILKINS CO. displayed at the JUNKIN booth this ; 
booth or fill in the special card for year. These guards are thoroughly 


further information. practical devices in which are in- 
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corporated those safety features 
which have been found essential to 
proper press protection. Based on 
sound engineering principles and 
flexible in adjustment and applica- 
tion, these guards are adaptable to 
a wide variety of press operations. 
Visit JUNKIN’S booth or fill in the 
special O.H. card for further infor- 
mation. 


WILLIAMS JEWELRY 


& MFG. CO. 
Booth 119. 
SAFETY EMBLEMS & AWARDS 





The Williams booth this year will 
display their complete line of tro- 
phies, awards, medals and novelties, 
which can go a long way toward 
stimulating industrial safety pro- 
grams, contests, etc. All of Williams’ 
trophies are available with any 
sports figure. All items are stocked 
for immediate delivery. The safety 
engineer or personnel manager 
stopping by this booth will find 
many items here suggesting methods 
by which safety and plant recrea- 
tion programs can be made an im- 
portant part of every employee’s 
life. Visit the Williams Jewelry & 
Mfg. Co. booth or fill in the special 
O.H. card for further information. 


INDUSTRIAL GLOVES CO. 
Booths 16, 17. 
ASBESTOS GLOVES 


Although their complete line of 





Booth 119 Comments | 











Gloves Company booth or fill in the 
special O.H. card for further in- 
formation. 


WELSH MFG. CO. 
Booth 133. 
EYE PROTECTION EQUIPMENT 


On display this year at the Welsh 
Mfg. Co. booth will be their com- 
plete line of eye protection equip- 
ment. Newest item on _ display, 
however, will be the WELCO FOG- 
FREE GOGGLES. Safety Engineers 
everywhere are welcoming these 
fog-free goggles as an outstanding 
contribution to industrial eye pro- 
tection. According to the manufac- 
turer, these ingenious and cleverly 
designed gogles cover the full route. 
With them, eyes are protected from 
indoor and outdoor hazards and are 
always comfortable. They are so 
designed that with every breath 
fresh air sweeps across the inner 
surface of the lens and escapes 
through an outlet valve, carrying 
away all moisture before it can 
cause fogging. Air intake ports are 
protected by removable filter pads 





Booth 133 Comments | 





which prevent dust and flying par- 
ticles from entering the lens cham- 
ber to injure eyes or obscure vision. 








safety clothing will be shown this 
year, the Industrial Gloves Company 


Booths 16,17 Comments J} 








will feature their new Steel-Grip 
210-11 Asbestos Glove. The quality 
stands out in the sturdy, close- 
woven asbestos cloth (underwriters’ 
grade) from the best mills in the 
U.S. These gloves are of best qual- 
ity construction, with no seams at 
the wrist or working edges to pull 
out or burn out on a hot job. Gloves 
are built big and roomy, with fleece 
cotton lining anchored to each finger 
and thumb. Standard 11, 14 and 23 
inch lengths. Visit the Industrial 
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Because they fit the face closely and 
cover a wide area, exceptional pro- 
tection is provided for the eyes and 
adjacent tissues. Lenses for Welco 
Fog-Free Goggles are inexpensive 
and may be easily and quickly re- 
moved for replacement without 
tools. Visit the Welsh booth or fill 
in the special O.H. card for further 
information. 





For Your Convenience 


Put this special section to 
work for you! ... 

Make notes before going to 
the show opposite the products 
you'll want to see. 

Tear the section out—take 
it to the show with you. Make 
notes in spaces provided while 
you are visiting the various 


booths make this your 
permanent record of your 
visits! 


This section is your show in 
miniature. USE IT! 

If you are not going to the 
show but would like more in- 
formation on any of the 
products shown — merely fill 
in the enclosed post card and 
drop to us in the mail. 
























Aetna Casualty & Surety Co. 
Booths 102, 103, 104. 
Insurance. 


American Abrasive Metals Co. 
Booth 114. 
Non-slip Floors and Stairs. 


American Chain & Cable Co. 
Booths 2, 3. 
Chain and Wire Rope Slings. 


Ampco Metal, Inc. 
Booth 10. 
Safety Tools. 


Arcadia Mfg. Co. 
Booth 30. 
Synthetic Coated Cotton Gloves. 


Bradley Washfountain Co. 
Booths 33, 34. 
Industrial Washfountains. 


Stewart R. Browne Mfg. Co. 
Booths 151, 152. 
Flashlights and Extension Lights. 


R. H. Buhrke Co. 
Booths 110, 111. 
Safety Belts, Harness, Guards. 


E. D. Bullard Co. 
Booth 128. 
General Safety Equipment 


A. B. Chance Co. 
Booth 8. 
Hot Line Tools 


Columbus Glove Co. 
Booths 142, 143. 
Industrial Gloves. 


Columbus McKinnon Chain Corp. 
Booth 69. 
Sling Chains. 


Diversey Corp. 
Booths 112, 113. 
Oil and Grease Absorbents. 


Dobbins Mfg. Co. 
Booth 44. 
Portable Drinking Fountains. 


Dunn Products. 
Booth 23. 
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General Industrial Safety Equipment. 











Elliott Service Co. 
Booth 24. 
Bulletin Boards. 


J. H. Emerson Co. 
Booth 47. 
Resuscitators. 


Franklin Research Co. 
Booth 50. 
Floor Finishes. 


Hoffman Engineering Corp. 
Booth 32. 
Electronic Devices. 


Holcomb Safety Garment Co. 
Booth 101. 
Safety Garments. 


Interstate Drop Forge Co. 
Booth 39. 
Safety Hooks, etc. 


Insto-Gas Corp. 
Booth 7. 
Safety Gas Burner 


Justrite Mfg. Co. 
Booth 49. 
Safety Cans, Fire Extinguishers, etc. 


Karel First Aid Supply Co. 
Booth 82. 
First Aid Supplies. 


Lightfoot Schultz Co. 
Booth 94. 
Industrial Soaps. 


Macwhyte Wire Rope Co. 
Booth 78. 
Wire Rope Slings. 


Marsh & McLennan, Inc. 
Booth 18. 
Insurance. 


Martindale Electric Co. 
Booth 150. 
Protective Masks. 


B. F. McDonald Co. 
Booths 61, 62. 
General Industrial Safety Equipment. 


Metropolitan Life Insurance Co. 
Booth 139. 
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Minnesota Mining & Mfg. Co. 
Booth 138. 
Non-slip Floor Surfacing. 


National Society for the Prevention of 
Blindness. 
Booth 134. 


Onox, Inc. 
Booth 121. 
Athlete’s Foot Preventative. 


The Patent Scaffolding Co., Inc. 
Booths 97, 98. 
Scaffolding. 


Phister Mfg. Co. 
Booth 118. 
Fire Extinguishers. 


Positive Safety Mfg. Co. 
Booth 54. ; 
Power Press Safety Devices. 


Protectoseal Co. 
Booths 105, 106. 
Safety Cans. 


Pulmosean Safety Equipment Co. 
Booth 22. 
Respirators and Safety Clothing. 


Racine Glove Co. 
Booth 149. 


Industrial Gloves. 


Randolph Laboratories, Inc. 
Booth 153. 
Fire Extinguishers. 


Safety Engineering Magazine. 
Booth 136. 


W. H. Salisbury & Co., Inc. 
Booths 90, 91. 
Linemen’s Rubber Protective Equipment. 


A. Schrader’s Son. 
Booths 12, 13. 
Pneumatic Press Safety Controls 


Selistrom Mfg. 
Booth 31. 
Eye and Face Safeguards. 
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The Spencer Turbine Co. 
Booth 4. 
Dust Removal Equipment. 


Standard Safety Equipment Co. 
Booth 35. 
General Safety Equipment. 


The Steel Scaffolding Co., Inc. 
Booth 99. 
Steel Scaffolding. 


The Stepan Chemical Co. 
Booth 29. 
Industrial Skin Cleanser. 


Stephenson Corp. 
Booth 137. 
Resuscitators. 


Surty Mfg. Co., Inc. 
Booth 131. 
General Safety Equipment. 


S. G. Taylor Chain Co. 
Booth 9. 
Steel Chains. 


G. H. Tennant Co. 
Booths 14, 15. 
Industrial Floor Machines 


Trimont Mfg. Co. 
Booth 48. 
Safety Tools 


Trinal, Inc. 
Booth 154. 
Foot Protectors 


United Laboratories, Inc. 
Booth 19. 
Non-Skid Flooring. 


Wallace Optical Co. 
Booth 147. 
Eye Safeguards. 


Watchemoket Optical Co., Inc. 
Booth 141. 
Eye Safeguards. 


Waverly Petroleum Products Co. 
Booths 122, 123. 
Oil and Grease Absorbents. 


Wiesman Mfg. Co. 
Booth 68. 
Punch Press Guards. 













Floor Plan of Exhibit 


EXHIBITION HALL, STEVENS HOTEL, CHICAGO 








YOU CAN USE THE FLOOR PLAN OF THE EXHIBITION HALL REPRO- 
DUCED BELOW TO EASILY LOCATE THE PRODUCTS PICTURED AND 
DESCRIBED ON THE PRECEDING PAGES. CHECK THE BOOTH NUMBERS 
SHOWN WITH THE VARIOUS PRODUCTS PARTICULARLY INTERESTING 
TO YOU AND CIRCLE CORRESPONDING NUMBERS YOU WILL FIND 
LISTED BELOW ACCORDING TO THEIR POSITION IN THE HALL. 
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Seeing is Deceiving 
.. lf you can’t see 
clearly 











EVE SAFETY is d TWO-IN-ONE program 


Faulty vision not only hinders an employee’s working efficiency, 
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but it impairs his safety. In your plant no less than 50% of workers 

need eyesight correction if they are to see clearly—and safely. That's 
; why every eye safety program should be built on the basis of protec- 
tion plus correction. Industrial eyewear with correction lenses, pro- 
' fessionally-prescribed, will improve your safety record and your 
production record. Call on your Bausch & Lomb distributor for 
prompt prescription service on industrial eyewear. 


aaa 





Write for a copy of the Bausch & Lomb catalog on industrial 
eyewear. It includes a highly informative discussion of the 
theory and design of protective industrial eyewear. It also 
( describes the complete line of Bausch & Lomb Occupational 

Eyewear, the eyewear built to the highest quality standards 
f, in the industry. Bausch & Lomb Optical Co., 745-J St. Paul 
St., Rochester 2, N. Y. 


BAUSCHZ6 G LOMB “~~ 


Heli Cyacea 



























In the case of OCCUPATIONAL HAZ- 
ARDS, The C. B. P. Plan (Certified Buy- 
ing Power) almost 20,000 readers are 
“known” to be buyers. These individuals 
are hand-picked from the customer- 
prospect lists of 31 selected safety equip- 
ment jobbers located in key marketing 
areas. To the CCA guarantee of QUAN- 
TITY circulation, OCCUPATIONAL 
HAZARDS thus adds the C. B. P. QUAL- 
ITY guarantee of authenticated, proven 
reader-buyers. Here is the needed sales 
link for the advertiser. 


JOBBERS ARE CIRCULATION 
MANAGERS 
Each of OCCUPATIONAL HAZARDS 31 
safety equipment jobbers subscribes to 
the magazine for his active customers 
and prospects. He pays for each sub- 
scription. This guarantees that each 
OCCUPATIONAL HAZARDS reader is 
interested in the editorial material 
presented in the magazine, and — 
equally important—is an active, authen- 


M-12 


Fs 


YOU CAN’T BEAT THE | 
2.6.’ PLAN FOR 
. REACHING 


ticated prospect for safety equipment 
and supplies. 


OCCUPATIONAL HAZARDS means 
business. |ts 20,000 readers are YOUR 
potential customers because they are 
also the active customers of the leading 
safety equipment jobbers. Here is circu- 
lation representing the known national 
market for safety equipment . . . a buy- 
ing audience to whom you must tell 
your story. 


“Certified Buying Power’ is a powerful 
lever which you can use to raise your 
sales volume. 


Other ‘’C. B. P.’’ magazines published by the 
Industrial Publishing Company are FLOW, for the 
material handling equipment field, INDUSTRY and 
WELDING, for the welding equipment and supply 
field, APPLIED HYDRAULICS, for the hydraulic 
and air circuit engineering field, and THE COM- 
MERCIAL REFRIGERATION AND AIR CONDI- 
TIONING, for the air conditioning and refrigera- 
tion equipment field. Send for our booklet: ‘’The 
‘C. B. P.’ Plan . . . A New Dimension Added to 
Standard Magazine Audits.’ 








